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Time-Saving Devices Speed Handling of Products at Terminal 


New Cities Service truck loading rack at E. Braintree, Mass. 
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, has eight islands 4 ft. wide on 26 ft. center. It is 


equipped with remote control pumps and valves 


The throughput of oil products at one eastern terminal 
has been increased by speeding up the loading of tank 
trucks. A modern loading rack and garage were built 
to provide maximum efficiency. Pneumatic tube and 
intercommunication systems provide fast contact be- 
tween the tank truck rack and the office. Two Cities 
Service engineers experienced in terminal design pre- 
pared a detailed explanation for NPN of how their 


company planned and improved the plant. P. 22. 


Pricing Methods—Their Legality 


An attorney gives his interpretation of Supreme Court 
decisions related to pricing methods. In article written 
for NPN he gives his opinions as to what pricing meth- 
ods, as applied to the oil industry, may still be con- 


sidered legal. P. 46. 


Meeting Growing Diesel Fuel Demand 


Demand for Diesel fuel has been gaining steadily 
in recent years, largely due to the trend toward Diesel- 
ization of railroads. It is estimated that in the next 
five years Diesel fuel demand by railroads will reach 
300,000 b/d. Meeting this demand presents a prob- 
lem. One possible solution has been suggested as 
wider cutting of Diesel fuels. A discussion of this 
proposal and its possible effects on refining and mar- 


keting is included in story on p. 50. 


NPN Equipment Section 


News of new products on the market, improvements 
on current products, reports on trade literature and 
items concerning equipment suppliers and manufactur- 
ers are contained in NPN’s Equipment Section. P. 29. 














MEASURES Up 





— to Fueling-Dock Requirements 





— With the Exact Gallonage 
Measurement of BRODIE METERS 


Regardless of whether transfers are made to 
barges, fishing boats or small pleasure craft, 
exact gallonage measurement is an important 
factor in all phases of marine fueling. With 
Brodie Meters long or short hose transfers are 
easily handled by a single attendant without 
spillage, waste or loss of product. Every single 
gallon is known or accounted for. To get the 
most out of marine transfers or deliveries, adopt 
Brodie Meters, today. There’s a type and size for 
every fueling need. Full details on request. Write 


for complete bulletin. 
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PETROLEUM METERING EXCLUSIVELY 


RALPH N. BRODIE CO., INC., 61st « LoweLL, OAKLAND 8, CALIFORNIA 
Division Offices: CHRYSLER BLDG., NEW YorK City - 59 E. VAN BUREN, CHICAGO 5 
302 So. PEARL ST., DALLAS 1, TEXAS . 221—9TH Ave. NORTH, SEATTLE 9, WASH. 
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What is E25? 

E25 is twenty-five years of experience in supplying and dis- 
tributing antiknock compounds. 
E25 is twenty-five years of prompt, on-time deliveries of 
**Ethyl’’ fluid. 
E25 is twenty-five years of safety work in the construction, 
operation and maintenance of mixing plants —safety service 
that not only prevents accidents but saves time, labor and 
money for refiners. 
E25 is twenty-five years of research to improve 
**Ethyl’’ antiknock compound—used by more than 

¢2 225 oil companies to step up the quality of gasoline. 


We believe E25 is the most important ingre- 
dient in ‘‘Ethyl’’ antiknock compound. 


ETHYL CORPORATION 
Chrysler Building, New York 17, N.Y. 





Products sold under the “ETHYL” trade-mark: Antiknock Compound . . . Salt Cake . . . Ethylene Dichloride . . . Sodium Metallic . . . Chiorine (liquid) . . . Oil Soluble Dye 
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Pay for Themselves! 


Eaton 2-Speed Axles not only add to motor 
truck utility and performance, but they actu- 
ally effect important savings in operating 
and maintenance costs and add materially 
to vehicle life. Because Eaton 2-Speed Axles 
provide the right gear ratio for every road and 
load condition, engines may be run in their 
most efficient and economical speed range. 
Stress and. wear om major vehicle parts are 
Rlore Than a. thiies held to a minimum. On most trucks of 11/2 
tons and larger, Eaton 2-Speed Axles will 


Faton 2-Speed Axles 


_ bat: actually more than pay for themselves. See your 
Trucks Today 


truck dealer for complete information. 


Axle Division 


EATON MANUFACTURING COMPANY 


CLEVELAND, OHIO 
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COMING MEETINGS 


FEBRUARY 

New York Oil Heating Assn., meeting, Hotel 
Statler, New York, N. Y., Feb. 7. 

Kentucky Petroleum Marketers Assn., meeting, 
Brown Hotel, Louisville, Ky., Feb. 8-9. 

Illinois Petroleum Marketers Assn., meeting, 
Hotel Pere Marquette, Peoria, Ill., Feb. 15- 
17. 

American Petroleum Institute, Lubrication 
Committee, Division of Marketing, meeting, 
Jefferson Hotel, St. Louis, Mo., Feb. 22-23. 

lowa Independent Oil Jobbers Assn., meeting, 
Hotel Fort Des Moines, Des Moines, Iowa, 
Feb. 22-24 

San Joaquin Valley Oil Producers Assn., an- 
nual meeting, Bakersfield, Calif., Feb. 23. 

American Petroleum Institute, Board of Di- 
rectors, meeting, St. Francis Hotel, San 
Francisco, Calif., Feb. 24. 

American Society for Testing Materials, meet- 
ing, Hotel Edgewater Beach, Chicago, IIl., 
Feb. 28-March 4. 


MARCH 

Wisconsin Petroleum Assn., meeting, Hotel 
Schroeder, Milwaukee, Wis., March 1-2 

Society of Automotive Engineers (air trans- 
port), meeting, Engineering Societies Bldg., 
New York, N. Y., March 3. 

American Society of Training Directors, meet- 
ing, Hotel Carter, Cleveland, O., March 3-5. 
Southern Safety Conference and Exposition, 
Hillsboro Hotel, Tampa, Fla., March 6-8. 
New York Oil Heating Assn., meeting, Hotel 

Statier, New York, N. Y., March 7. 

Missouri Petroleum Assn., annual convention 
and trade exhibit, Hotel President, Kansas 
City, Mo., March 9-10. 

American Petroleum Institute, Division of 
Production, Southwestern District meeting, 
Galvez Hotel, Galveston, Texas, March 9-11. 

American Assn. of Petroleum Geologists, re- 
gional meeting, Jefferson Hotel, St. Louis, 
Mo., March 14-17. 

Society of Exploration Geophysicists, meeting, 
Jefferson Hotel, St. Louis, Mo., March 14-17. 

Society of Economic Paleontologists and Min- 
eralogists, meeting, Jefferson Hotel, St. 
Louis, Mo., March 14-17. 

Oil Trades Assn. of New York, meeting, Wal- 
dorf-Astoria Hotel, New York, N, Y., March 


15. 

Florida Independent Petroleum Marketers 
Assn,., meeting, Orange Court Hotel, Or- 
lando, Fla., March 18. 

National Oil Jobbers Council, meeting, Hotel 
Pines, Pine Bluff, Ark., March 21-22. 

American Petroleum Institute, Division of Pro- 
duction, Mid-Continent District meeting, 
Mayo Hotel, Tulsa, Okla., March 23-25. 

Oil Heat Institute of New England, meeting, 
Boston, Mass., March 25. 

Western Petroleum RKefiners Assn., meeting, 
Plaza Hotel, San Antonio, Texas, March 
28-30. 

Society of Automotive Engineers, Transporta- 
tion meeting, Statler Hotel, Cleveland, O., 
March 28-30. 

American Chemical Society, meeting, San 
Francisco, Calif., March 28-April 1. 

Ohio Petroleum Marketers Assn., meeting. 
Deshler-Wallick Hotel, Columbus, O., March 
29-31. 

APRIL 

Michigan Petroleum Assn., meeting, Detroit- 
Leland Hotel, Detroit, Mich., April 5-6. 

American Society of Lubrication Engineers, 
meeting, Hotel Statler, New York City, 
April 11-13. 

National Petroleum Assn., meeting, Hotel 
Cleveland, Cleveland, O., April 13-15. 
Midwest Power Conference, Sherman Hotel, 

Chicago, Ill., April 18-20. 

Natural Gasoline Assn., of America, meeting, 
Texas Hotel, Fort Worth, Texas, April 20- 
99 

American Petroleum Institute, Division of Pro- 
duction, Eastern District meeting, William 
Penn Hotel, Pittsburgh, Pa., April 27-29. 

New Jersey Fuel Oil Distributors Assn., meet- 
ing, Hote] Berkley-Carteret, Asbury Park, 
N. J., April 28-29. 
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TERMINAL SPEED UP—Installation of more efficient loading 
rack and allied equipment has boosted the throughput of one of 
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PRICING SYSTEMS—Attorney views Supreme Court decisions 
and how they may affect pricing methods; gives his interpreta- 
tions of what systems may still be considered legal 46 
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és » By Installing the 
RAZIER /7AWVDEM UN/T 


Increase Your PROFITS-PAYLOAD-RESALE VALUE, and have these advantages 


Three Point Suspension Easier Pulling 





Less Maintenance 


Load Equalization 
Lower Center of Gravity 
Designed for Transports 


No Greasing 


Timken Bearing Suspended 


LOW COST TO CONVERT, QUICK DE-— 
LIVERY, ON ANY TYPE TRANSPORT, 
AND ENGINEERED TO YOUR STATES 
MAXIMUM WEIGHT AND LENGTH 
LIMITATIONS. 


Contact us about our 
FREE Engineering 

‘ : GREASE RETAINER 
Consulting Service— TAKE UP NUT 
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THIS WAY OUT — The possibilities are becoming 
stronger that the National Oil Jobbers Council, at its 
March meeting in Pine Bluff, Ark., will take no positive 
stand one way or the other on the question of marketing 
divorcement. In that event, member associations of 
NOJC probably would be told, however, that if any still 
want to press the issue they may feel prefectly free to 
do so, though strictly on their own. 


MANANA?-—Congressional oil experts hear that three 
American companies are “right on the verge’ of com- 
pleting negotiations with the Mexican government which 
will enable them to engage in petroleum development 
operations south of the border. Negotiations, they un- 
derstand, are being conducted along the lines of the 
latest Mexican offer as detailed in the recent report 
of the House Commerce (Wolverton) Committee (see 
Jan. 5, 1949, NPN, P. 14). They add that talks probably 
would have been completed already if the Mexican gov- 
ernment did not take such a long official holiday for 
Christmas—from about Dec. 15 to around Jan. 15. 


PERSONAL CONTACT—No one in Washington would be 
surprised if Senator Antonio Bermudez, director general 
of the Mexican oil monopoly, popped up on the scene 
there one day soon. The object of the visit: to try and 
clinch Mexico’s case for U. S. financial assistance now 
that a report of the House Commerce Committee has 
recommended that this government give friendly consid- 
eration to same. 


FARM TANKS-—-Demand for skid tanks for gasoline 
storage on farms probably will be strong for some time. 
Oil marketers in rural areas report farmers are contin- 
uing to buy tractors at a good rate. Makeshifts in the 
form of oil drums with faucets have been substituted in 
some areas to such an extent that it is not easy to get 
enough drums to take care of the new tractor owners. 
Eventually the drums will be replaced because their limi- 
ted capacity compels small, uneconomical deliveries from 
the tank truck. 


NO SHIFT IN FIFTY—No official announcement has 
been made, but expect the 1950 Chevrolet to offer an 
automatic transmission as optional equipment. At a press 
conference last week, C. E. Wilson, president of General 
Motors, pointed out that four of the company’s five 
‘ars now can be bought with automatic transmissions 
‘so it should not be too long until it is a complete job.”’ 
As of now “not too long” is 1950. 
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SILENCE IS GOLDEN—There are those in both major 
and Independent segments of the oil industry who are 
beginning to feel that there is much to be said for not 
saying anything on such subjects as divorcement, price 


control, rationing and the other government-control topics. 


now hovering over the industry. By this, these people 
refer to the great amount of preliminary opinion-offering 
and stand-taking resorted to by associations and individ- 
uals before a solidly defined issue has been raised. One 
association man felt that by not letting major company 
people know where his group stood on divorcement and 
the like, his people would be in a better bargaining posi- 
tion than if it took a public stand. Not that minds should 
not be made up and topics thrashed out, but private and 
publicized decisions are two different things, he argues. 
A major company marketing executive in answer to a 
question on divorcement feelings recently (before Sen. 
Gillette introduced his bills), said he thought the indus- 
try should hold its ammunition on all such subjects until 
it actually had something to fire at in committee testi- 
mony or the like instead of firing noisy but aimless shots 
in the air. 


REBELLION BREWING—Kansas jobbers are talking 
of forming a quiet revolt against continuing to collect 
state gasoline taxes at a loss to themselves. One sugges- 
tion is that the oil men arbitrarily start holding back 
1% or 2% of the collections to reimburse themselves for 
the trouble and then let the state make the next move. 
They have a precedent to fall back upon because persons 
selling cigarets in Kansas are permitted to retain 8% of 
the tax they collect to pay the collection cost. Not only 
do Kansas jobbers have to set up a bookkeeping system 
at their own expense, but they have to pay the tax on 
gasoline lost through shrinkage and bad accounts. 


SELF-SERVES EXPANDING ?—Southern states may 
be the next area to see self-serve stations. Reports now 
are that Independent marketers in the region are showing 
interest in self-serve possibilities. One in particular in- 
dicates that tentative plans for setting up self-serves are 
receiving serious consideration. 


BOMB-PROOF OIL DEPOT ?—Recent developments in 
Sweden may prove of more than passing interest to 
U. S. military. Near Stockholm two old feldspar mines 
have been converted into underground oil tanks with a 
total capacity of about 1,006,371 bbls. Oil, which is 
pumped direct from tankers into mines, floats on a few 
feet of salt water and can be “skimmed off’’ down to 
half an inch from salt water level. To maintain a suit- 
able degree of oil viscosity, a 450-meter copper heating 
coil has been installed in the mine. New depot is con- 
sidered to be practically atom-bomb proof. Swedish 
Board of Roads and Waterways was instrumental in con- 
verting mines into oil depot. 
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BALANCING ACT FOR HYDROCARBONS 


When the volume pumped in exceeds the volume 
pumped out, there’s danger of losing the most 
valuable part of your gasoline...the lighter frac- 
tions that mean superior performance in modern, 
high compression engines. The Expansion Root 
Tank, either alone or manifolded to several cone 
roof tanks, acts as a balancing agent between the 
input and output rates and, in normal terminal op- 
eration, eliminates the possibility of filling losses. 


This complete or near-complete elimination 
of filling losses is in addition to the absolute pre- 
vention of loss through standing or breathing. 
The Expansion Roof provides far more than the 
maximum volume required by vapor expansion 
due to temperature increases. 

Available in a wide range of expansion capac- 
ities, the Expansion Roof is suited to most single 
or multiple tank storage facilities for production, 
refining, or marketing. 


You'll find it profitable to investigate this bal- 
ancing act for hydrocarbons when you plan 
increased storage equipment. 


FABRICATED PLATE DIVISION 


GRAVER TANK & MFG.CO..[NC. 


East Chicago, Indiana 





"Graver offers a complete service to the petroleum industry 
including Expansion Roof Tanks, Floating Roof Tanks and 
"pressure vessels. in addition, Graver is prepared to furnish 
specialized steel plate work such as fractionating columns - 
and class one vessels os well as stainless and diloy fabri- 
through the Graver Construction Co., is prepared to handle — 
; all types of petroleum and chemical construction work. — 
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If what hap- 
pened to _ identi- 
cal measures in 
past congresses 
is any criterion, it’s a good bet that 
the Gillette oil-divorcement bills will 
never reach a vote on the Senate 
floor. 

On his last previous time out with 
them—before Iowa voters decided 
they could do without the senator in 
Washington for four years anyway 
(see 1944 election results for con- 
firmation)—the Gillette proposals did 
nothing but gather dust in a pigeon- 
hole of the Senate Judiciary Commit- 
tee. That was back in 1934-44—the 
78th Congress. 

Prior to that, in the 77th Congress, 
the records of the same committee 
show that it held a single day’s 
hearing June 12, 1941, on Senate 
bills 170, 171 and 172, the counter- 
parts of the present S. 571, 572 and 
573, after which it “recessed indefi- 
nitely.” In less polite terms, this 
means, in effect, that the committee 
killed tke bills by the simple ex- 
pedient of deciding to do nothing fur- 
ther about them. 

The histories of S. 448 in the 76th 
Congress and of S. 3752 in the 75th 
are equally singular for the lack of 
progress shown. S. 448 (now 572— 
the marketing divorcement bill) was 
shunted to a subcommittee headed 
by Sen. E. Burke of Nebraska, and 
he sat on it thereafter. 

S. 3752 (note that it even possessed 
three of the digits that mark today’s 
572) got a little more action, but the 
end result was the same. A subcom- 
mittee, of which Pat McCarran (D., 
Nev.) was chairman (he now heads 
the full committee), held four days 
of hearings in March and April, 1938, 
developed world’s of testimony in op- 
position to the bill and very little in 
favor, then suspended operations for 
good, with McCarran personally ex- 
pressing grave doubts about the bill’s 
constitutionality. 


Mr. Yocom 


* * ~ 


Both of these early Gillette bills 
had their counterparts in the House. 
On that side of the Capitol in the 
75th Congress it was H. R. 7800, by 
Rep. Biermann of Iowa, but no hear- 
ings ever were held by the Cole “oil 
subcommittee” of the House Com- 
merce Committee to which it was 
referred. Pigeonholed is another way 
of saying this. 

In the 76th the House version was 
known as H. R. 2318, by Rep. Har- 
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WASHINGTON—By Herbert A. Yocom 


Little Chance Seen for Passage 


Of Gillette Divorcement Bills 


rington of Iowa. Like the 75th’s S. 
3572, it got action all right, but only 
in the form of lengthy hearings after 
which the House Judiciary Commit- 
tee decided that jurisdiction to con- 
sider the thing belonged properly in 
the Commerce Committee, so refer- 
red the measure to that group where 
it was allowed to languish until the 
session ended. 


* * * 


Chief proponent of all past Gillette 
bills has been the National Oil Mar- 
keters Assn., with the prime mover 
therein the association’s long-time 
general counsel, Paul Hadlick. He was 
a principal witness at all the hearings 
and undoubtedly will be so again 
should the present bills ever reach 
the hearing stage. 

A review of the old hearings re- 
veals a record otherwise of almost 
unanimous industry opposition to the 
senator’s proposals, with both big 
and little interests aligned against 
them alike. 

Typical of one phase of the indus- 
try view, as then presented, is the 
testimony of Ashland Oil & Re- 
fining’s Paul G. Blazer before the 
House Judiciary Subcommittee on 
June 23, 1939. The Harrington bill 
was under study and here is one com- 
ment by Mr. Blazer thereon as he dis- 
cussed the effect the measure would 
have on a small integrated company 


such as Ashland then was: 

“This bill provides that we would 
have to sell our finished products at 
the refinery. We couldn’t own a 
gasoline barge, or gasoline pipe line, 
or even a tank truck. We might send 
our salesmen to solicit business, but 
we would have to wait at the refinery 
until some customer provided his own 
facilities to take our products away. 
That does’t make sense; it is like 
requiring the farmer to sell his hogs 
in his own hog lot, or telling him he 
can’t haul his grain to a market of 
his own selection; except that the 
farmer doesn’t have to ship hogs and 
grain every day in the year and 
every hour of the day, as is the case 
of a modern oil refinery, which is 
similar to the assembly line of an 
automobile plant, where people are 
thrown out of employment as soon 
as the line stops.” 


* * + 


Patently, the effect of the market- 
ing divorcement bill goes beyond this, 
however, with the result that Mr. Bla- 
zer seems to have been fully justified 
in his further comment on this same 
occasion that apparently there were 
“interests” back of this thing that 
did not appear on the surface. His 
suspicions pointed at the railroads, 
and the opportunity divorcement 
would afford them at setting up an 
oil transportation monopoly “such as 
we have never had in the oil industry 
before.” 

Whether the same holds good today 
we wouldn’t know. All we know is 
that Sen. Gillette is back again trying 
to do what he couldn’t do before. 
And with the same scant likelihood of 
succeeding unless there’ should 
occur a sudden sharp reversal in the 
trend of current jobber sentiment 
against divorcement. 





Newsnotes 
gleaned from a 
trip to Kansas: 

Goodland,a 
city of 5,000 population in the rich 
wheat growing area of northwest 
Kansas, is one of the smallest towns 
in the country, if not the smallest, 
to have an active, official oil men’s 
club. It was organized last April 
with a membership of 28 oil men 
from Goodland and smaller towns in 
Sherman County. It meets on the 
second Monday of each month and 
regular programs are presented. Ma- 
jor oil companies usually alternate 
in presenting movies or other enter- 


Mr. Castle 


MIDWEST—by Leonard Castle 


Kansas Town of Only 5,000 
Has an Active Oil Men’s Club 


tainment of interest to oil men. 
Membership of the club includes job- 
bers, station operators and commis- 
sion agents. President is Worth 
Damon, agent for Standard Oil Co. 
(Indiana) while Byron Myers is sec- 
retary-treasurer. The club planned 
and presented an ambitious program 
for Oil Progress Day last October, 
sponsoring radio broadcasts, news- 
paper advertisements and speeches 
before civic groups... 

The Kansas Oil Men’s Assn. is one 
of the oldest of the state jobber or- 
ganizations and two of its charter 
members who helped found the as- 
sociation 34 years ago attended ses- 
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for good looks and longer wear 


REEVES ARMY TWILL is built to “take it’! 
Over 100 million yards of this versatile, high- “FROM COTTON TO CUTTER” 


quality, combed cotton fabric have been 





delivered to the Armed Services—exceeding Reeves Army Twill is Sanforized—residual 
rigid Government specifications. shrinkage is less than 1%. It comes in a wide 

Whatever your industrial requirements range of vat-dyed colors fast to sun, water 
may be, you'll find Reeves Army Twill out- and perspiration. It is one of many durable 
standing. It resists rough usage. It stands up fabrics made by Reeves for industrial pur- 
under extreme laundering conditions. And poses. Write for the names of manufacturers 


it keeps a neater appearance longer. specializing in your industry. 


REEVES BROTHERS, ING. 54 WORTH STREET, NEW YORK 13, N. Y. 


REPRESENTATIVES IN: Akron ¢ Atlanta ¢ Boston ¢ Chicago © Dallas ¢ Los Angeles ¢ Philadelphia ¢ Portland, Oregon © St. Louis ¢ Montreal ¢ Toronte 
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sions of the annual convention in 
Wichita last week. They were El- 
bert S. Rule, 79, president of the 
Golden Rule Oil Co. of Wichita, and 
Lacy Rosier, 63, of Cascade, Colo., a 
former oil man at Hutchison, Kans. 
Mr. Rosier was the association’s third 
president; Mr. Rule its fourth. De- 
spite his 79 years, Mr. Rule main- 
tains an active interest in his com- 
pany. The retiring president of 
KOMA, Julius Groene, is secretary- 
treaurer and general manager of the 
Golden Rule Oil Co... 

* * * 

Kansas jobbers are well repre- 
sented in the Kansas House of Rep- 
resentatives by two veteran legis- 
lators, Verne Mayo of Garden City 
and Francis I. Jacobs of Phillips- 
burg. In addition to his oil busi- 
ness, Mr. Mayo has extensive ranch 
holdings in western Kansas. Mr. 
Jacobs is recognized as one of the 
outstanding members of the legis- 
lature and was a candidate for ma- 
jority floor leader of the House. 
Both are Republicans. . . 

The Kent Oil Co. of Salina, which 
operates in Kansas, Nebraska and 
Colorado, recently celebrated its 30th 
anniversary with a big party at Nor- 
ton, Kans., which was attended by 
the agents of its 42 bulk plants. A 
general sales meeting was held, to- 
gether with social festivities, to cele- 
brate the occasion. Rex Kent, found- 
er of the company, also owns hotels 
at Norton and Denver, Colo. He is 
a past president of the Kansas Oil 
Men’s Assn. and his son, Robert A. 
(Bob) Kent, who now is in the busi- 
ness with him, was one of seven new 
association directors elected at last 
week’s convention. 

A. F. (Art) Geyer, secretary- 
treasurer of the Dixie Marketers, Inc., 
of Kansas, has been mayor of Water- 
ville, in Northeastern Kansas, for 
many years. Another prominent 
oil man actively interested in mu- 
nicipal politics is Clarence Rice, sales 
manager for El Dorado Refining Co. 
He is a former mayor of El Dorado 
and currently is a member of the 
City Council... 

* * * 

Cc. C. (Clem) Abercrombie, new 
president of KOMA, is a busy man in 
his home town of Barnard. In addi- 
tion to operating four bulk plants, 
he is president of the First National 
Bank of Barnard and operates 800 
acres of farmland. Ray Garvey 
of Wichita, owner of the Service Oil 
Co. at Colby, is one of the world’s 
largest wheat growers, farming thou- 
sands of acres of land in western 
Kansas... R. O. Brown of the Ad- 
mire Oil Co. at Admire also is a 
banker and cattle rancher and spe- 
cializes in raising blooded saddle 
horses. . . 

Charles Holmes, secretary of KOMA 
and of the Kansas Petroleum Indus- 
tries Committee, is one of the busiest 
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men in the state these days. In 
fact, he was so busy with legislative 
work in Topeka that he was unable 
to get back to Wichita for the con- 
vention. .. 

x . * 

The convention was shocked and 
saddened by the unexpected death of 
Fred Kistler, 54, of Kistler Home Oil 
Co., Coffeyville, a past president of 
the association. Mr. Kistler had at- 
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tended Monday’s convention sessions 
and was planning to attend the an- 
nual banquet that night. Late in the 
afternoon he suffered a heart attack 
and died early the next morning. He 
had been a director of the associa- 
tion for many years. Members of the 
association observed a minute's si- 
lence in honor of Mr. Kistler at the 
morning and noon sessions on Tues- 
day. 





Quietly, a new 
problem has been 
taking shape on 
the West Coast 
in the form of residual oil surpluses. 
It’s the leading topic where oil men 
gather. 

Since December 2 number of ma- 
jors have been reducing production. 
Standard Oil of California has shut 
in an unverified number of wells, 
variously estimated at more than 
250, in San Joaquin Valley heavy oil 
fields. Union Oil cut its Lompoc 
production. The trend is reflected in 
API figures. A record 962,200 b/d 
production was registered in Califor- 
nia for the week ending Jan. 1. A 
week later it was 951,000 b/d. The 
latest returns, for the week ending 
Jan. 15, reported 940,000 b/d. 

There is no ready market for the 
huge inventories of heavy oil which 
are accruing. And that’s where the 
problem is since reports indicate this 
problem is acquiring a _ disturbing 
universality. California oil quarters 
have been preoccupied by the Creole 
Petroleum announcement that (1) 
there is no more storage space for 
surplus crude, (2) prices of some 
grades of crude have been pared to 
spur the turnover and (3) production 
has been cut sharply. 

The California outlook is open to 
wide speculation. There are indica- 
tions, that some of the majors are 
looking into all possibilities for stim- 
ulating movement, including moderate 
price-cutting. There is a widespread 
opinion that production may be cut 
back on a larger scale to prevent the 
appearance of uneconomical surpluses 
which make for price wars. 

Storage of residual oil has been in- 
creasing steadily in the West, it is 
reliably reported. So far, the sur- 
pluses are not out of control. 

California being an_ essentially 
heavy-oil producing state, concern 
over residual’s future is justifiable. 

* * * 


Mr. Breese 


Self-service with a new twist is 


PACIFIC COAST—By Frank Breese 


Residual Oil Surplus Top 
Topic of West Coast Oil Men 


being tried by the Tide Oil Co. Two 
months ago, it opened a large self- 
service station at 7385 Santa Monica 
Blvd., Los Angeles. Attendants are 
on hand to pump the gasoline and 
serve the customers. But the pitch 
is that regular gasoline prices are 
posted with a nickel-a-gallon saving 
offered those who serve themselves. 

The result? 

After two months of operation, 
Phil Chappell, the manager, told 
NPN so few people have requested 
to have their gasoline pumped that 
they constitute an insignificant per- 
centage. “They want to save that 
nickel,” Mr. Chappell remarked. 


The operation, which is said to 
represent an investment of about 
$100,000, is carried out on a 40’ x 104’ 
area. The five islands, with four 
pumps on each island, are flanked by 
a total of 10 traffic lanes and pro- 
tected by canopies, an urusual fea- 
ture for a_ self-service station. 


Mr. Chappell declined to disclose 
any gallonage figures, commenting 
that they were “highly confidential”. 
He said business was brisk. Brand 
name of the gasoline is Tide. A part- 
nership consisting of A. W. and 
Frank Hane (brothers), Al Caput 
and Ed Garratt owns the station. 


* 


To make it easier on service sta- 
tion dealers and _ sales_ personnel, 
Union Oil is trying a new plan to 
get across its 1949 advertising and 
sales message. The message will be 
wrapped up in a Holywood package 
for painless delivery. 

Union Oil has turned out a 30- 
minute color film, “Born to Sell.” 
Company executives and Hollywood 
entertainers will take the several 
prints to more than 50 meetings in 
the four division areas. 

Stress in this year’s program is 
laid on customer courtesy and mod- 
ern selling techniques. 
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Chester F. Smith. . . 
New API Refining 


Vice President 


When the American Petroleum Institute elected Jersey 
Standard’s Chester F. Smith as vice president of refin- 
ing, it brought to that post a man with more than 35 
years of experience in the refining branch of the oil indus- 
try. 

Mr. Smith has been a vice president of the Jersey com- 
pany since November, 1946, and a director since 1944. 
Immediately prior to that period (from 1940) he was 
president of Standard Oil Co. of New Jersey (now Esso 
Standard Oil Co.), principal refining and marketing sub- 
sidiary of the parent Jersey company. 

Mr. Smith’s career with Jersey Standard has been al- 
most exclusively devoted to the refining part of the in- 
dustry, a major part of the time in New Jersey. 

A native of Bayonne, N. J., Mr. Smith attended the 
city’s public schools’ and was graduated from Pingry 
school in Elizabeth, N. J., in 1908. He began his associ- 
ation with Jersey Standard that year, working in the 
Bayonne laboratory until the fall of 1909 when he en- 
tered the University of Pennsylvania. 

Upon graduation from Pennsylvania in 1913 with a 
degree in mechanical engineering, Mr. Smith returned to 
Jersey, going to work in the engineering department. 
Shortly thereafter he was promoted to assistant super- 
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Mr. Smith 


intendent of case and can operations at Bayonne. Later 
he became superintendent of the department. 


It was in 1922 that Mr. Smith was appointed assistant 
to the general superintendent of the Bayonne refinery. 
Four years later he became general manager of the re- 
finery and in 1928 he advanced to the post of manager 
of the entire Bayonne plant. 

Mr. Smith was appointed assistant general manager of 
Jersey Standard’s three New Jersey refineries in 1931. 
From 1933 to 1940 he was vice president of the refin- 
ing and marketing subsidiary, Standard of New Jersey, 
and served as general manager in charge of its refineries. 

Of hobbies, Mr. Smith lists only two—golf and his 
family, particularly his grandchildren. He has_ two 
daughters, both married. Mr. Smith describes himself 
as a “fair” golfer but says he does not belong to any 
club. He is active in the civic affairs of Elizabeth, N. J., 
where he now makes his home. He is on the board of 
Pingry school and works in the interests of the commun- 
ity’s general hospital. 

In December, 1947, Mr. Smith was made a chevalier of 
the Legion of Honor by the French government for his 
services to that country during World War II as a repre- 
sentative of Jersey Standard. 
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GM Set to Boost Octane Number Demand 
Of New Engine with Any Model Change 


Biggest Auto Company Puts Heavy Bet on Higher 
Compression Ratios; Basic Tooling Now for 12-1 


By PAUL WOLLSTADT 
NPN News Editor 


The world’s largest manufacturer 
of automobiles has committed itself 
to a program of building passenger 
car engines that will require fuels of 
increasingly higher octane rating. 

As concerns the oil industry, the 
most significant postwar automotive 
development is that General Motors 
can build an engine with an 8 to 1, 
a 10 to 1 or even a 12 to 1 compres- 
sion ratio without a major retooling. 
This engine, which is in the 1949 
Oldsmobile Eight with a 7.25 to 1 
compression ratio, was designed from 
scratch—-something an automobile 
manufacturer can afford to do only 
every 10 to 20 years. A similar en- 
gine is in the Cadillac with a 7.50 to 
1 compression ratio. Both of the 1949 
models are satisfied with most pres- 
ent premium gasolines, but these en- 
gines are just the beginning. 

Even five years from now, cars 
may be coming off the production 
lines with engines that will need a 
fuel of 100 octane (Research), NA- 
TIONAL PETROLEUM NEWS was told by 
Charles L. McCuen, General Motors 
vice president in charge of the Re- 
search Laboratories Division, during 
GM’s first postwar transportation 
show which opened at the Waldorf- 
Astoria in New York last week. 

After reluctantly making the ‘100 
octane in 1954” guess, Mr. McCuen 
emphasized that he was not seeking 
to write a timetable. It all depends, 
he says, upon when the gasoline is in 
the service stations on a nationwide 
basis. GM, he indicated, will be ready 
to boost the compression ratio and 
the octane number demand with any 
model year change. 


Two ‘Trial Balloons’ 


The new engines are now only in 
the Oldsmobile Eight and the Cadil- 
lac, but James M. Crawford, GM’s 
engineering vice president, suggested 
that the company is putting its fu- 
ture chips on higher compression for 
the other cars also. Asked when GM 
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would have the new engine in the 
Chevrolet, Pontiac and Buick, he re- 
plied: 

“These new engines (Oldsmobile 
and Cadillac) are two trial balloons 
to give the petroleum industry assur- 
ance that we mean business when we 
talk about high compression.” 


Engine developments that will cre- 
ate and expand a market for steadily 
higher octane fuels are getting atten- 
tion from all the auto manufactur- 
ers. At the moment, however, the 
GM developments stand out in sig- 
nificance for the oil industry because 
its program seems almost certain— 
barring a war—to push all premium 
grade octane numbers higher or com- 
pel the marketing of a new “super- 
premium” as a third grade of gaso- 
line. 


General Motors recognizes that a 
change to higher octanes is not mere- 
ly a matter of turning a valve in a 
refinery. It also knows that a higher 
compression engine isn’t worth the 
steel it is made of unless the fuels 
required are available in every part 
of the United States. 


Evolution, Not Revolution 


In their public talks as well as pri- 
vate conversations during the New 
York show, GM President C. E. Wil- 
son, Research Director McCuen and 
Engineering Director Crawford said, 
in effect, that the complexities of the 
oil industry make it necessary to 
move to general distribution of high- 
er octane gasoline through evolu- 
tion, not revolution. . 

Probably a fair summary of the 
attitude of these men is this: We 
can’t put an engine on the production 
line until gasoline for it is available 
to virtually every potential customer. 
The faster octane numbers go up on 
a national basis, the better we'll like 
it, provided that the increase in 
quality is not at the expense of an 
adequate supply of gasoline for the 
older cars. We’re not in the oil busi- 
ness, so we don’t understand all of 
the problems of refining and distri- 


bution. But we’re counting on com- 
petitive forces in the oil industry to 
make higher octane premium fuels 
available nationwide, either through 
a three-grade gasoline distribution 
system or by gradual improvement 
of premium in two-grade distribution. 


A Better Understanding 


There has been considerable im- 
provement in oil-auto understanding 
on this problem during the past year. 
General Motors originally planned 
to put an 8 to 1 compression ratio 
engine, requiring gasoline of 93 Re- 
search rating, into the 1949 Oldsmo- 
bile and Cadillac. GM so told a group 
of oil men in Detroit in the fall of 
1947. (See NPN Oct. 29, 1947, page 
11.) 

The oil industry then was in the 
midst of a product shortage, and an 
increase in quality would mean a de- 
crease in quantity. The lead shortage 
then was near its peak. Several of 
the oil men at the meeting told Gen- 
eral Motors that widespread distribu- 
tion of 93 octane gasoline was im- 
possible at that time. A survey made 
by NATIONAL PETROLEUM NEWS 
showed that most oil industry lead- 
ers shared this view. 

General Motors engineers subse- 
quently made what they describe as 
an adjustment in the design, consist- 
ing primarily of changing the piston 
displacement, so that the new engine 
would operate on current premium 
gasolines, with a minimum of 86 (Re- 
search) rating, but preferably higher. 


Other Ways to Do It 


There are still a number of people 
in the oil industry who believe that 
there are better answers than high 
compression to the fuel economy 
problem, such as supplementary in- 
jection, a dual fuel system and com- 
pletely automatic transmissions. A 
few have suggested that the higher 
costs of manufacture and distribu- 
tion might erase the dollar and cents 
advantage for the consumer if octane 
numbers were moved up too rapidly. 

On this point, GM President Wil- 
son says: “If it isn’t an economic 
thing for the customer, it will never 
be a go. In other words, it (higher 
octane gasoline) has to be able to 
deliver a better result for the cus- 
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Engines with 12-to-1 compression ratios are being supplied to oil companies for 

research on high octane fuels by General Motors Research Laboratories. Shown 

with one of the engines are Charles L. McCuen (leit), general manager of GM 

Research, and Darl F. Caris (right), head of the advance engine department. These 

test engines are mounted on a laboratory dynamometer and are equipped with 

cylinder heads and other parts suitable for operation at 8, 10 and 12-to-1 com- 
pression ratios 


tomer, or it isn’t worth while.” GM 
obviously thinks that the road it 
wants to take of higher compression 
ratios and higher octane numbers 
will be worth while or it wouldn't 
have designed a new engine the way 
it did. 

In the meantime Mr. McCuen, as 
research director, indicates that his 
men are continually on the hunt for 
what he calls ‘mechanical octane 
numbers,” several of which he said 
were built into the new engine. He 
defines a “‘mechanical octane num- 
ber” as an engine design feature 
which will decrease the octane re- 
quirement without loss of perform- 
ance or economy. 

According to reports reaching GM, 
owners of the new Oldsmobile Eights 
and Cadillacs are getting satisfactory 
performance with most present pre- 
mium gasolines. Of the few com- 
plaints from owners, most have come 
from the Midwest. (The recent oc- 
tane survey by the Bureau of Mines 
shows that average ratings on pre- 
mium are lower in the Midwest than 
on the coasts—see NPN Jan. 12, 
page 20.) 


Gasoline and Cars Vary 


Such complaints, however, are not 
considered unusual by either the oil 
or automobile industries. Not only is 
there variation of gasoline quality, 
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but there is often considerable varia- 
tion in the octane requirements of the 
same models of automobiles. Two 
cars of the same make and model 
may vary as much as 25 numbers in 
their octane requirements after a 
few thousand miles of driving. 

Common sense co-operation among 
the owner, the automobile dealer 
and the gasoline station may save 
considerable misunderstanding  re- 
garding the fueling of any car, but 
especially the new Oldsmobile and 
Cadillac because they are “designed 
to the hilt of present fuel availabil- 
ity,” as one oil company automotive 
engineer put it. Inadequate perform- 
ance may not be at all the fault of 
fuel quality, but of something the car 
dealer or other competent mechanic 
can fix. 

Gasoline station operators probably 
need to be encouraged to suggest that 
customers complaining about premi- 
um gasoline—either their own or any 
other company’s—should see the car 
dealer about mechanical adjustments. 
The owner of a new car, conscious as 
he is of gasoline quality, may try 
10 brands of gasoline in vain when a 
single trip to the car dealer would 
solve his problem. 

While making the automobile buyer 
more conscious of gasoline quality, 
the new engine is making both the 
oil and the automotive industries 


more conscious of compression ra- 
tios. While compression ratios are 
generally indicative of the demand 
for quality in fuels, they are not the 
only factors affecting octane require- 
ment or efficient use of gasoline. For 
example, the optional head on the 
Pontiac gives it a 7.50 to 1 compres- 
sion ratio, but it is not claimed to be 
as efficient an engine as the Olds- 
mobile at 7.25 to 1. 

The table on this page lists the 
1948 and 1949 compression ratios 
of all passenger cars. The 1949 
average compression ratio of 6.87 to 
1 is the highest ever. This figure has 
climbed steadily since 1925, when it 
was 4.4, except for one decrease from 
1938 to 1939. 


Compression Ratios 


Make and Model 1948 1949 
3uick 70—Dynaflow 6.90 6.90 
Buick 50—Dynaflow 6.90 
Buick 50 6.60 6.60 
Cadillac (All Models) 7.25 7.50 
Chrysler (Six) 6.60 7.00 
Chrysler (Fight) 6.70 7.20 
Chevrolet 6.50 6.60 
De Soto 6.60 7.00 
Dodge 6.70 7.00 
Ford (Six) ‘ 6.80 6.80 
Ford (V-Eight) 6.75 6.80 
Hudson (Six) 6.50 6.50** 
Hudson (Eight) 6.50 6.50** 
Kaiser 7.30 7.30 
Frazer 7.30 7.30 
Lincoln 7.20 7.00 
Mercury 6.75 6.80 
Oldsmobile (Six) 6.50 6.50 
Oldsmobile (Eight) 7.00 7.25 
Nash—600 7.00 7.00** 
Nash—-Ambassador 7.02 7.00" 
Packard (All Models) 7.00 7.00 
Pontiae (Six) ; 6.50 6.50*** 
Pontiac (Eight) : 6.50 6.50* 
Plymouth , 6.60 7.00 
Studebaker—Champion 6.50 6.50** 
Studebaker—Commander 6.50 6.50" 
Willys (Four) 6.48 6.48* 
Willys (Six) 6.42 6.42* 
Average Compression Ratio* 6.73 6.87 


Averages are weighted in accordance witl 
number of models listed by the manufactur 
ers In 1948, 57 models were listed. A pre 
liminary check indicates 54 models will be 
listed for 1949. 

* Optional head with 7.00 to 1 

* Optional head with 7.50 to 1 


General Motors engineers believe, 
according to W. J. Davidson, execu- 
tive engineer, that ‘performance is 
approaching its limit. By perform- 
ance we mean acceleration, high 
climb, top speed, etc. We, therefore, 
feel that in raising compression from 
here on out the gain will be taken 
out mainly in economy.” 

GM’s Fuel Saving Estimate 

Following are figures in a chart 
that was displayed at the General 
Motors exhibit in New York, to show 
its estimates of fuel savings with 
higher compression ratios: 


Compression Percent Gain Octane* 
ratio in Economy Requirement 
6.50 to 1 0 So 
SOO to 1 10 to 20 93 
10.00 to 1 25 to 35 9S 
12.00 to 1 30 to 35 100 plus 


*The chart did not indicate whether ASTM 
or Research method, but Research is obviously 
meant 


“A high compression program,” 
said Executive Engineer Davidson, 
“must be a joint one between the 
automotive industry and our gaso- 
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line producers because, 
they are interdependent.” 


of course, 


Will the Public Understand? 


While the automobile people are 
realizing the problems connected with 
manufacture and distribution of in- 
creasingly higher octane fuels, there 
is some doubt that the public does. 


It is not widely known outside the 
industries directly concerned that 
there is a greater difference between 
90 and 91 octane than between 70 
and 72; that the difference between 
99 and 100 is about the same as the 
difference between 70 and 73.5. (W. 
M. Holaday, director of Socony-Vac- 
uum’s laboratories, gave an outstand- 
ing paper on the refiners’ problems 
in raising octane numbers at the SAE 
meeting in Detroit a year ago—see 
NPN Jan. 14, 1948, page 41. Among 
other things Mr. Holaday pointed out 
that about 20% of straight-run gaso- 
line would be lost by a refiner in hy- 
droforming and other chemical manu- 
facturing processes to make large 
volumes of 89/99 octane gasoline and 
that operating expense would be very 
high.) 

The public does not realize either 


that there is an immense difference 
in distribution costs between supply- 
ing relatively few civilian and mili- 
tary airports with aviation gasoline 
and putting a third grade of “super- 
premium” automobile gasoline into 
thousands upon thousands of service 
stations. 


The Question of Cost and Price 


President Wilson of GM told a 
large group of newspapermen in 
New York last week that higher oc- 
tane gasoline will involve “‘ssome more 
cost” and that “for a time there may 
be some more cost in distribution.” 
Then he added: “‘Naturally the people 
in the petroleum industry will ex- 
pect to cover their cost and make a 
profit.” (Incidentally, Mr. Wilson ex- 
pressed his views on the profits of 
his company in connection with an- 
other question when he coined this 
phrase: “We really want to earn 
a profit, not just collect a toll.’’) 

Price may have a big influence on 
the octane trend. If premium grade 
octane moves up and housebrand oc- 
tane stays about where it is, it is 
likely that the price spreads between 
premium and _ housebrand would 
widen. This probably would result in 





Statements on Gasoline in 1949 Car Owners’ Manuals 


BUICK 

**‘Fuel—As in your selection of motor oil, 
consider the refinery or marketer in choosing 
the gasoline for your Buick. Most gasolines 
will perform satisfactorily but in some cases 
such as high temperatures or carbon accumu- 
lations, a high octane rated gasoline will pro- 
duce less detonation or ‘‘spark rap.’’ Normal 
detonation or ‘‘spark rap’’ is not harmful. 

Series 40 cars may use 72-74 octane gas 
ind Series 50 and 70 cars may use 79-80 oc- 
tane gas.’’ 

CADILLAC 

‘Use Gasoline of 80 Octane Rating or High- 
er--Your Cadillac engine is a thoroughbred. 
Better performance will be obtained by the 
use of a gasoline having an octane rating of 
Ss) or more The use of gasoline rated lower 
than SO octane tends to increase the possibil- 
ity of ‘‘pinging’’ with a resultant reduction 
in engine operating efficiency.’’ 

CHEVROLET 


“Select Your Gasoline—The Chevrolet en- 
gine provides all of the benefits of modern 
high compression engine design and will oper- 
ite efficiently on the so-called regular grades 
of gasoline having 72-76 octane ratings. Pre- 
mium grades of fuel, such as ‘‘Ethyl’’ gaso- 
line, having an octane rating of 78-80 or high- 
er may be used. An increase in performance 
may be expected only if the engine is specially 
tuned and the ignition advanced to take ad- 
vantage of the high antiknock quality of these 
gasolines.”’ 

CHRYSLER 

As of this date there is no information 
available on any of the Chrysler products 
which include Chrysler, De Soto, Dodge and 
Plymouth. 

FORD 

‘“*‘Gasoline—The Famous Ford V-S 100-horse- 
power engine that powers your new car is 
designed and built to give complete satisfac- 
tion when operated on regular grades of non- 
premium gasoline.’’ 

HUDSON 

**Fuel Recommendations——-The engine of your 
Hudson car is designed to give good perform- 
ance and economy with regular grades of gas- 
oline, One of the most important factors in 
getting the most out of the fuels available, is 
correct ignition timing. 

The lower grades of gasoline should be 
avoided in the present day high compression 
engines, as they tend to cause ‘‘pinging’’ un- 
der normal load conditions, which requires 
that the spark be retarded for quieter opera- 
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tion. Retarding the spark naturally affects 
the performance of the car, as well as econ- 
omy of operation and, therefore, no saving in 
operation is obtained. Also avoid the use of 
fuels which tend to gum up quickly as they 
materially affect the operation of the engine. 

‘“‘Premium grades of fuel, such as Ethyl, 
which have a higher octane rating, permit the 
use of a more advanced spark timing without 
knock or ‘‘pinging.’’ This will result in im- 
proved performance and economy It should 
be remembered, however, that these extra ad- 
vantages cannot be obtained trom this type 
of fuel unless the spark timing is advanced.’’ 

KAISER & FRAZER 

“The Right Gasoline—The Kaiser (Frazer) 
engine is factory adjusted to give maximum 
performance and efficiency with the use of 
all so-called ‘‘reguilar’’ grades of gasoline 
However, the superior performance character- 
istics of ‘‘premium’’ fuels makes their use 
desirable and justifies their slightly higher 
cost.’ 

LINCOLN & MERCURY 

No statement appears in either Owners’ 

Manual relative to fuel recommendations 


NASH 

**Fuel—Use your favorite brand, but it is 

always prudent to buy a good grade.’’ 
OLDSMOBILE 

‘“‘Use a good grade of gasoline in your car 
The Oldsmobile six cylinder engine is designed 
to operate satisfactorily with any good regu- 
lar gasoline. The Oldsmobile Rocket eight 
cylinder engine is designed to take full ad- 
vantage of the S85-octane (or higher) rating 
of Ethyl or premium gasoline, and will not 
operate satisfactorily on regular gasoline. 
The capacity of the fuel tank is 18 gallons.’’ 

PACKARD 


“The Right Gasoline—The Packard engine 
provides all the benefits of modern high com- 
pression design and will operate efficiently on 
the so-called ‘‘regular’’ grades of gasoline 
An increase in performance will be attained 
by the use of premium fuels such as ‘‘Ethyl’’ 
gasoline, if the engine is especially tuned and 
the ignition advanced to take advantage of 
the high antiknock quality of these fuels.’’ 

PONTIAC 

**Gasoline—Use your favorite gasoline, It's 
always wise, however, to buy from a rep- 
utable company.’’ 

STUDEBAKER 

There is no information relative to fuel 

recommendations available as of this date 
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a decrease in the percentage of 
premium to housebrand sold at gaso- 
line stations. 


Probably the principal key to what 
happens on octanes will be the over- 
all gasoline supply situation. An in- 
fluence on the side of higher octanes 
is the increase in refining capacity 
(see front cover NPN Jan. 19). An- 
other is the flattening of the upward 
curve of demand. A third is the con- 
tinued gradual easing of the tetra- 
ethyl lead supply. 

Among the possibilities which may 
keep octane numbers down are: 

1. Further development of and con- 
sumer acceptance of such things as 
supplementary injection or dual fuel 
systems. 


2. Development of additional 
“mechanical octane numbers” by au- 
tomotive engineers. 

3. Discovery of some new idea to 
permit presently available grades of 
gasoline to satisfy higher compres- 
sion engines. 


Test Engines on Order 


To help in co-operative research, 
between the oil and auto industries, 
General Motors is building high com- 
pression test engines which will be 
made available to oil companies. The 
engines have three sets of cylinder 
heads and other parts so they can op- 
erate at 8, 10 and 12 to 1 compres- 
sion ratios. They are modifications of 
the new Oldsmobile engine. About 
35 of these test engines have been 
ordered by oil companies. 


The oil companies are ordering also 
models of the 98-series Oldsmobile, 
and for road testing will be able to 
replace the 1949 Oldsmobile engine 
with the test engines. 


Schenley, Lenoir Trucking 
Cases Reopened by ICC 


NPN News Bureau 
WASHINGTON Interstate Com- 
merce Commission has_ re-opened 
proceedings in two test cases in- 
volving rights of oil companies and 
others to haul their own products 
in their own trucks without coming 
under full ICC regulation. 


It did so by agreeing to hear oral 
arguments in the two cases, which 
is tantamount to granting appeals of 
for-hire truckers and railroads from 
decisions by ICC’s Motor Carrier Di- 
vision. 


In the two cases, both heard sepa- 
rately, the Motor Carrier Division 

composed of three of nine com- 
missioners—voted 2-1 that Lenoir 
Chair Co. of Lenoir, S. C., and Schen- 
ley Distillers Corp. were entitled to 
be classified as “private carriers.” 


Dates for oral arguments will be 
fixed later. 
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3 Oil Divorcement Bills 


Introduced in Congress 


Enactment in 1949 Deemed Unlikely by Sen. Gillette, 
Who Plans Meeting with Independent Jobbers March 2 


NPN News Bureau 

WASHINGTON -— Congress now 
has before jit three oil-divorcement 
bills but even their author and spon- 
sor-—Sen. Guy Gillette (D., Iowa) 
concedes there is little hope of yet- 
ting any action on them during 1949. 

The divorcement bills, all of 
which were referred to the Senate 
Judiciary committee, are: 

S. 571, to prohibit interstate com- 
mon-carrier pipe lines from trans- 
porting commodities in which such 
carriers have any interest; 


S. 572, to divorce the business of 
producing, refining and transporta- 
tion of petroleum products from that 
of marketing petroleum products; and 


S. 573, to prohibit producers, refin- 
ers and marketers of petroleum prod- 
ucts from operating tankers and 
barges. 


Although Sen. Gillette sees smal! 
possibility of any action during the 
first session of the 81st Congress, he 
told NPN that he is “hopeful” of get- 
ting the measures “enacted” during 
the second session in 1950. 


Says Independents Support Bills 


He contended that Independent job- 
bers are “practically unanimous” in 
support of his bills and said he had 
been getting mail favoring his legis- 
lative proposals. 


None of the three bills differed in 
any material way from measures he 
sponsored in previous congresses. 
These bills, which had been introduced 
in both houses of Congress, never re- 
ceived favorable committee action 
and thus never reached the floor of 
the House or Senate for a vote. 


The Iowa senator, who returned to 
the Upper House after an absence of 
four years, said he has not yet con 
ferred with Chairman McCarran (D.. 
Nev.) of the Senate Judiciary Com- 
mittee about getting started on hear- 
ings but plans to do so in the near 
future. 


Plans Meeting With Jobbers 


A first-hand reaction to his pro 
posals willbe given Sen. Gillette here 
next March 2 when members of the 
Divorcement Study Committee of the 
National Oil Jobbers Council plan to 
meet with him. Other legislators 
who will confer with the NOJC com- 
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mittee are Rep. Patman (D., Tex.) 
and Sens. O’Mahoney (D., Wyo.) and 
Maybank (D., S. C.). 

The scope and intent of the mar- 
keting-divorcement bill is set out in 
the following section of S. 572: 


“It shall be unlawful for any per- 
son directly or indirectly to be en- 
gaged in commerce in the marketing 
of refined petroleum products which 
such person or affiliate of such per- 
son is also engaged in one or more of 
the three other branches of the petro- 
leum industry, namely, production, 
refining, and transportation.” 

All three bills provide for maxi- 
mum fines of $10,000 for violation and 
instruct the.Justice Department to 
make studies and seek federal court 
mandamus orders to insure compli- 
ance. 

The pipe line bill sets out that after 
Jan. 1, 1950, it shall be illegal for any 
common-carrier line to transport 
products in which it has any interest 
or understanding for the subsequent 








Texts Available 


Complete text of all three 
oil divorcement bills introduced 
by Sen. Gillette (D., lowa) were 
published in a special supple- 
ment to Platt’s Oilgram Jan. 
20. Copies are available without 
cost to NPN readers. 











acquisition of an interest, either di- 
rectly or indirectly. 

In the tanker-barge bill, it is made 
illegal for a producer, refiner or mar- 
keter to transport petroleum products 
in interstate or international com- 
merce by tankers or barges on in- 
land, coastal or international waters 
after next June 1. 

While the divorcement bills were 
occupying the center stage, the Inde- 
pendent Petroleum Assn, of Americ 
continued its campaign against unre- 
stricted oil imports. 

Meanwhile, public hearings were 
under way this week before the Sen- 
ate Banking and Currency Commit- 
tee on extension of two laws—(1) the 
Taft Anti-Inflation Act (Public Law 
395), under which voluntary alloca- 
tion agreements for oil and steel 
were established, and (2) the Export 
Control Law, under which the povern- 
ment regulates the flow of oil and 
steel from this country to foreign 
nations. 


West Coast Degree Days Soar as Cold Wave Hits 


NPN News Bureau 

CLEVELAND—Los_ Angeles _ap- 
pears to be the hardest hit of four 
major West Coast cities, all of which 
are experiencing colder than normal 
weather this heating season, especial- 
ly since Jan. 1. Special check by 
NATIONAL PETROLEUM NEWS. shows 
seasonal total of degree days in Los 
Angeles (Sept. 1, 1948, through Jan. 
23, 1949) to be about 55% greater 
than normal and almost 63% greater 
than last season. 

As for the month to date, degree 
day total in Los Angeles is almost 
four times as great as a year ago. 
In San Francisco—second “coldest” 
city—-degree day total this month is 
more than double that of a year 
ago. Degree day average for all 


West Coast Degree Days 


This Last 
This Year Sea- Sea- 
Month Ago son son 
Jan. Jan. Sept. Sept. Nor- 


1, 1, 1, 1, mal 

1949 1948 1948 1947 Sept. 

thru thru thru’ thru 1 

Jan. Jan. Jan. Jan. thru 

23, 23. 23, 23, Jan. 

1949 1948 1949 1948 23 

Los Angeles 42S 120 935 577 605 
San Francise« 163 212 1565 1185 1275 
Portland, Ore 769 519 2585 1981 2258 
Seattle, Wash 719 543 2700 2182 2345 
\verage 595 348 1947 1481 1621 


four cities this season to date is 20% 
greater than normal. 


NPN’s regular weekly check of 
representative cities in the Midwest, 
East Coast and South discloses that 
14-city degree day average for this 
month to date (Jan. 1, 1949 through 
Jan. 23, 1949) is 28% less than a 
year ago. Fourteen-city average also 
shows seasonal accumulation to date 
to be more than 14% less than both 
last season and the normal season 


Degree Day Summary 


This Last 
This Year Sea- Sea- 
Month Ago son son 
Jan. Jan. Sept. Sept. Nor- 
L, i, 1, 1, mal 
1949 1948 1948 1947 Sept 
thru thru thru thru 1 
Jan. Jan. Jan. Jan. thru 
23, 23, 23, 23, dan. 
1949 1948 1949 1948 23 


Birmingham Ala 266 604 1248 1666 1669 
Boston 658 900 2428 2989 2896 
Charleston, S. C 168 425 638 1101 1032 
Chicago 783 1033 2981 3314 3337 
Cleveland 623 899 2493 2881 30584 
Detroit 717 979 2865 3259 3271 
Minneapolis 1094 1228 3873 4259 4176 
Nashville, Tenn 388 732 1716 2070 1982 
New York 572 835 2056 2638 2676 
Omaha, Nebr 1020 962 3311 3223 3273 
Philadelphia 538 S808 2003 2496 2403 
Raleigh, N. C 352 611 1407 1923 1814 
St. Louis 655 819 2228 2465 2466 
Washington 484 754 1941 2341 2392 

Average 594 S828 2228 2616 2605 
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Georgia Jobbers Favor Price Control 
As Against Divorcement Legislation 


Speaker States Divorcement Would Benefit 
Major Companies Rather Than Independents 


By FRANK C. STURTEVANT 
NPN Staff Writer 

MACON, Ga.—Concerned because 
jobber margins in Georgia have not 
followed the general upward trend 
elsewhere in the country the Georgia 
Independent Oilmen’s Assn. conven- 
tion, held here Jan. 20, gave first 
consideration to the margin prob- 
lem. Federal price control rather than 
divorcement was approved as the 
most effective means for enforcing 
better margins. 

There was general agreement that 
jobber margins in Georgia averaging 
now about 2.5c on regular gasoline 
and 3c on premium were but little 
changed from prewar levels. Norman 
A. McGee, Southeastern Oil Co., Sa- 
vannah, in a brief talk pointed out 
that the present price and freight 
rate structure was such that divorce- 
ment of marketing from other oil in- 
dustry functions would benefit major 
oil companies rather than jobbers. 
A resolution was adopted opposing 
divorcement and supporting efforts by 
National Oil Jobbers Council to get 
a federal law controlling oil industry 
prices at all levels. 

At the suggestion of Walter Mc- 
Kee, new executive secretary of the 
association, a resolution was also 
adopted asking that control of tide- 
lands mineral resources be vested in 
the states. Mr. McKee pointed out 
that Independent oil men would bene- 
fit if new crude production could be 
developed off the Georgia coast, thus 
permitting Independent refiners to en- 
ter the Georgia market. 


Ask Delivery Law Repeal 


For the first time a long standing 
Georgia law prohibiting tank truck 
deliveries of either gasoline or kerv- 
sine to service stations between the 
hours of 9 p.m. and 5 a.m. came up 
for criticism. It was suggested by 
several members that the develop- 
ment of more. efficient delivery 
schemes made night deliveries ad- 
vantageous and a resolution asking 
for repeal of the law was adopted. 

As a matter of convenience execi- 
tive secretary Walter McKee was 
made the official representative of the 
association in the Georgia Petroleum 
Industries Committee. Mr. McKee will 
make his headquarters in Atlanta 
where the committee holds its month- 
ly meetings. 

Prospective increase of from lc to 
2c in the Georgia gasoline tax re- 
ceived considerable attention at the 
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convention sessions, as well as vari- 
ous proposals before the state legis- 
lature for a general sales tax which 
might include’ gasoline. Reginald 
Trice, Macon, former president of the 
association, and now a member of 
the legislature, returned from the 
state capital at Atlanta with the word 
that an increase in the gasoline tax 
could be expected unless it was vigor- 
ously opposed. 

A resolution was finally adopted 
condemning any further tax on gaso- 
line. It was pointed out by several 
members that the new state adminis- 
tration was committed to many new 
expenditures and that it would in- 
evitably consider both a gasoline and 
a sales tax. At the suggestion of 
L. H. Singletary, of the Sing Oil 
Co., Pelham, an amendment was in- 
serted in the resolution, calling at- 
tention to the fact that the present 
tax on gasoline was in effect a sales 
tax, and that gasoline should there- 
fore be omitted from any new sales 
tax measure. 

The extent of the oil heating mar- 
ket in the small towns of their home 
state was explained for the Georgia 
oil-men by W. A. Matheson, execu- 
tive vice president, Eureka-Williams 
Corp. He quoted figures to show 
that in the past only 15% of the oil 
burner installations went into towns 
below 50,000 population. In the state 
of Georgia there were 1,231 such 
towns, he said, accounting for 67% 
of the population. 

Mr. Matheson repeated the advice 
he has given to members of other 
state oil jobber associations, urging 
them to push oil burner sales and 
service. He explained again that oil 
heat sales cannot be developed with- 
out good burner service, but that 
300 customers will support one serv- 
ice man. He again urged emphasis 
on sales of complete boiler-burner 
or furnace-burner units for the sake 
of greater efficiency and better cus- 
tomer satisfaction. He quoted figures 
showing that 23% of oil burner deal- 
ers farm out their furnace duct work, 
while 25% have set up sheet metal 
shops of their own. 

In answer to questions from the 
floor regarding gas competition in 
the future Mr. Matheson suggested 
that fuel cost, when based on com- 
parative heat value, often favored 
oil, or put it on an equal footing, 
and that some customers preferred 
oil because they could change sup- 
pliers at will, and some because they 
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thought it was safer. 

A spirited defense of American 
free enterprise by Capt. A. A. Nicho- 
son, assistant to the vice president, 
the Texas Co., New York, delivered 
in his usual rapid-fire style, without 
benefit of notes or script, evoked an 
enthusiastic response from the Geor- 
gia oil men. 

The association elected as its new 
president C. Wylie Stalter, Coastal 
Oil Co., Savannah, Ga., a Texaco job- 
ber. He succeeds Ike Long, of the 
Ike Long Tire and Oil Co. of Cordeie, 
Ga. L. H. Singletary, Sing Oil Co., 
Pelham, was elected executive vice 
president, and John H. Wynn, United 
Oil Corp., Columbus, Ga., was elected 
first vice president. A new slate of 
directors included: James Peterson, 
Southeastern Oil Co., Soperton; Re- 
gan Arnold, S. & W. Oil Co., Dawson; 
Harry F. Mathews, Mathews Economy 
Stations, Atlanta; W. W. Walke, 
Woco Pep Co., Dublin; H. F. Norris, 
Premium Distributing Co., Columbus; 
Reginald Trice, Reginald Trice, Inc., 
Macon. 


Crude Production, Runs 


To Stills Continue Dip 
By NPN Staff Writers 


Mid-January brought further signs 
of a leveling off of product output 
(see NPN Jan. 19, p. 16). 

Crude oil production and crude 
runs to stills continued their decline 
through the week ending Jan. 15, ac- 
cording to API. Refinery through- 
put, however, showed gains for all 
but gas oil and distillate fuel oil. 
Gains in inventories were shown only 
for gasoline and residual fuel oil. 

Other indications of the increased 
stocks situation were seen in price 
developments the past week. Penna. 
Grade crude and Zanesville, Ohio, 
crude prices dropped, and government 
gasoline bid invitations drew offers 
of discounts of up to 4.05c per gal. 
(see NPN market section for de- 
tails). 

In Texas the Railroad Commission 
reduced February allowables by 66,- 
000 b/d. At the same time buyers 
of Texas crude told the commission 
they want less crude next month, 
particularly from West Texas. 

Also fitting into the over-all situa- 
tion were these developments: 

Iran’s crude production for No- 
vember was down slightly. 

Venezuelan crude output of Creole 
Petroleum dropped about 3.9% dur- 
ing November. 

Phillips Oil Co., Phillips Petroleum 
subsidiary, has completed a new dis- 
covery well in Anzoategui, Venezuela. 
Production test showed 1,500 b/d 
flow of 40 degree gravity oil on %- 
inch chock. 

Atlantic Pipe Line Co. has started 
construction on its second oil trunk 
line from Permian basin in West 
Texas to the Culf. 
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New England Oil Men Oppose Federal 
Controls; Strengthen Jobber Group 


Reorganization Program Calls for Dividing 
Association Membership into Five Groups 


By BRUCE QUAYLE 
NPN Staff Writer 

BOSTON—“‘Positive opposition” to 
price control and general govern- 
mental interference with business 
was set forth in a formal policy sta- 
tement by Independent Oil Men’s 
Assn. of New England at its an- 
nual meeting here Jan. 18. 

Association in a four-plank plat- 
form also pledged itself generally “to 
the principle that the problems of 
the industry can best be met and 
solved within the framework of the 
industry itself.” 

Newly-appointed Executive Direc- 
tor Joseph B. Wells outlined for mem- 
bers the details for a reorganization 
and reactivation of the association 
which he said would make it “a New 
England Petroleum Institute.” New 
organization set up was in line with 
the association’s decision last fall to 
“revitalize” the organization, with 
a full-fledged executive director in 
charge, from the semi-dormant state 
into which it had lapsed following 
the death in February, 1948, of Clyde 
Morrill, former executive director. 

In a printed booklet outlining its 


platform and services, IOMA said 
it would offer: 
“Definite positive opposition to 


governmental interference with busi- 
ness, price control, peacetime ration- 
ing of oil products, unfair taxation 
and distorted ‘pressure group’ legis- 
lation. 

“Agressive action when pending 
legislation or the activities of ‘pres- 
sure groups’ threaten the _ stability 
or welfare of the independent system 
of distribution of petroleum prod- 
ucts.” 

Association’s Platform 


Association’s platform, which the 
group said was dictated by dual re- 
sponsibilities for efficient business 
operation and service to the public, 
stated: 

“1. We pledge continuous effort to- 
ward improvements in marketing 
service to the users of petroleum 
products. 

“2. We pledge constant effort 
through studies and _ research to 
strive for continuing progress in the 
distributive economy involved in pe- 
troleum marketing. 

“3. We pledge ourselves to the 
principle that the problems of the 
industry can best be met and solved 
within the framework of the indus- 
try itself. 

“4. We pledge ourselves to united 
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effort to maintain our position as In- 
dependents free from all influences 
that might compromise our rights as 
individuals or the welfare of the 
public we serve.” 

Under the reorganization program 
presented to the meeting, the mem- 
bership of the association is sub- 
divided into five groups along mar- 
keting activity lines: tanker term- 
inal division; gasoline distributor 
division; retail heating oil division; 
rack operator division; and residual 
fuel oil division. While some asso- 
ciation members will fall into more 
than one division, the new plan is 
seen as making it easier for mem- 
bers with common marketing in- 
terests to work together within the 
framework of the entire organization. 

Mr. Wells said the new organiza- 
tional structure afforded primary and 
secondary suppliers, rack operators 
and retailers an “opportunity to con- 
solidate and enhance their indepen- 
dent position by presenting a com- 
mon front. It is as though a New 
England Petroleum Institute had 
come into being.” 

Within the divisions, local chapters 
will be organized, all chapters and 
divisions working through the ex- 
ecutive director’s office. To keep 
members in touch with current devel- 
opments an association news bulletin, 
“The Digest,’ has been started by 
Mr. Wells. 


Birmingham Re-Elected 


John P. Birmingham, president of 
White Fuel Corp., Boston, was re- 
elected to head the association for 
a fourth term. Other officers named 
were: vice president, H. F. Davenport, 
George W. Pickering Co., Salem, Mass. 
(re-elected); secretary, Frederick A. 
Whetton, Whetton’s Oil Co., Needham, 
Mass.; and treasurer, Robert W. Car- 
ney, Carney Young Utilities, Brigh- 
ton, Mass. (re-elected). A 16-man 
board of directors was elected at the 
meeting, and a 17-man_ advisory 
board was named by Mr. Birming- 
ham. 

A revised schedule of membership 
fees based on the gallonage volume 
of annual business done by each 
member has been established. Af- 
fillate memberships for employes of 
member companies and _ associate 
memberships have been instituted. 
Association has barred major com- 
pany membership in any form. 

Jan. 18 meeting marked the begin- 
ning of the association’s 55th year of 
organization. A program note re- 











ported: “On Dec. 13, 1894, the 
Boston Post published a news item 
announcing that ‘about 15 members 
of the Independent Oil Dealers Assn., 
the new association organized to 
protect New England dealers, met at 
the Crawford House last evening.’” 


Virginia Self-Serve 
Dealer Sees Move 
To Cut Supplies 


Special to NPN 

PORTSMOUTH, Va.—R. D. Pick- 
ett, first in Virginia to adopt self- 
service idea, reports he’s having sup- 
ply worries. 

He adds others talk as though 
they’d like to follow his lead but 
are “scared on account of supply.” 
They’re using him as a “guinea pig,” 
he feels, waiting to see if his opera- 
tion goes over before trying the self- 
serve plan themselves. 

Mr. Pickett, proprietor of Pickett 
Tire Service, estimates his gallonage 
this month is “considerably better” 
than in December, his first full calen- 
dar month on self-serve basis. 

But, he relates, he has had to buy 
his gasoline on open market ever 
since his supplier of 11 years can- 
celed his contract as of Dec. 31. 

He has had to _ switch product 
sources “half a dozen times,” and is 
yet without a.firm supply contract, 
he says. When he brings up question 
of a contract, he relates, the answer 
always is, “we don’t have the prod- 
uct.” 

“But I know they do,” he says. 

Also, he relates, someone was pho- 
tographing a truck delivering gaso- 
line to tank in his four-pump sta- 
tion the other day. 

Earlier, he reported selling 62,000 
gals. in December, as against previ- 
ous average of 12,000 gals., after 
converting to self-serve and reduc- 
ing prices at his pumps 4c per, gal. 
(see Jan. 5 NPN, p. 16). 

His competitors generally _ still 
haven't made any price moves, he 
reports. 


Two-State Distributorship 
Is Sold to Pure Oil Co. 


NPN News Bureau 

CHICAGO—Pure Oil Co. has taken 
over operations of Thomas K. Bru- 
shart, Independent distributor at 
Portsmouth, Ohio, for the past 32 
years. The operations cover five 
counties in Ohio and two in Ken- 
tucky. 

Walter Brodbeck, Pure’s_ district 
manager, said that all personnel of 
the Brushart Company will be re- 
tained and that Pure plans to ex- 
pand the services of affiliated dealers 
and install larger storage tanks at 
rural dealer stations. 
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Closer Jobber-Supplier Co-Operation 


Needed, Kansas Oil Men's Assn. Told 


Deeper Understanding of Mutual Problems Also 
Stressed by Speakers at Wichita Convention 


By LEONARD CASTLE 
NPN Staff Writer 


WICHITA, Kans.—The need for in- 
creased co-operation and deeper un- 
derstanding of mutual problems be- 
tween jobbers and suppliers was 
stressed by speakers at the 34th an- 
nual convention of Kansas Oil Men’s 
Assn. Jan. 17-18. 

The association adopted a motion 
opposing enactment of any divorce- 
ment legislation by the 81st Con- 
gress and instructed its representa- 
tives on the National Oil Jobbers 
Council to make this position known 
at the next meeting of the national 
council in Pine Bluff, Ark. next 
March. 

Consensus of the Kansas member- 
ship was that any form of govern- 
ment control or regulation of the oil 
industry should be avoided and that 
in the long run divorcement might be 
as detrimental to the Independent op- 
erators as to the integrated com- 
panies. 

In other resolutions, the associa- 
tion: 

1. Opposed any increase in the 
state gasoline tax, pointing out that 
Kansas already has all the funds it 
needs for road construction and that 
an additional gasoline tax would 
raise the cost of living for most of 
the people of the state. 

2. Agreed to a $5 increase in the 
price of tags for trucks up to a ton 
and a half, which would increase it 
to $15, but vigorously opposed pro- 
posals to raise it to $20 or $30. 

Pleas that jobbers and suppliers 
work together more closely to solve 
their mutual problems were voiced 
by Harry J. Kennedy, vice president 
in charge of marketing, Continental 
Oil Co., and E. F. (Tex) Underwood, 
executive vice president and general 
sales manager of Grayco Oil and Re- 
fining Co., Denver. John E. Chandler, 
Oil Industry Information Committee 
representative for Missouri, Iowa 
and Nebraska, warned that with coin- 
petition becoming keener, petroleum 
marketers must work harder at ser- 
ving their customers better and at 
giving their own business enterprises 
better management. 

Mr. Kennedy lashed out at groups 
within the oil industry who are “so 
thoughtless or indifferent about their 
own greater good as to ask for a gov- 
ernment strait jacket for the other 
fellow.” 

He warned that jobber groups 
which pass resolutions and _ issue 
statements asking “for one govern- 
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ment compulsion or another” are 
playing into the hands of the leftist 
politicians in Washington. These res- 
olutions, Mr. Kennedy said, are re- 
garded by “those who hunger for 
emasculation of business” as “urgent 
invitations to move in and slip a 
strait jacket onto all and sundry.” 


Editorial Rapped 


Mr. Kennedy quoted specifically 
from an editorial appearing in the 
Wisconsin Petroleum Press, publi- 
cation of the Wisconsin Petroleum 
Assn., which observed that “all we 
need now is another good ‘Madison 
Trial’ with some good forceful gov- 
ernment control.” (See NPN, Jan. 
5, P. 9). 

“Do you suppose that (the edito- 
rial) set off any deluge of wires an- 
nouncing lower tank car billings for 
Wisconsin jobbers?” he asked. “The 
man spit some venom, but old man 
‘Economics’ never knew it. 

“Does that editorial express the 
real convictions or desires of any 
man in this room? I think not. Do 
you suppose it states what is in the 
mind or heart of any free enterprise 
oil jobber in Wisconsin either? The 
last sentence of it practically denies 
the rest, because the writer himself 
knows he was spouting the rankest 
demagoguery.” 

“Government planners and schem- 
ers are united and organized and are 
digging and chipping and boring on 
every side,’”’ Mr. Kennedy said. Only 
by closing ranks and forming one sol- 
id front can the oil industry “defeat 
these gangster methods of muscling 
into an industry to which these envi- 
ous men have never contributed a 
single hour of creative work or a dol- 
lar of savings.” 

“Today I suspect that for every 





Directors Elected 


Wichita, Kans.— Seven new 
directors for next year were 
elected at the 34th annual con- 
vention of the Kansas Oil Men’s 
Assn. They are: 


R. L. Campbell, Meade; Rob- 
ert Kent, Kent Oil Co., Salina; 
Walter Britton, Britton Oil Co., 
Pratt; Jimmy O’Connell, O’Con- 
nell Oil Co., Belle Plaine; Al- 
fred Forsman, Home Oil Co., 
Liberal; H. A. Funk, Funk Oil 
Co., White City; Paul Howard, 
Service Oil Co., Plainville. 
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one man working for government 
compulsion—-because he consciously 
seeks to destroy private enterprise 
there are a hundred or more advocat- 
ing it because they don’t truly un- 
derstand our system, or the havoc 
which will be wrought by the results 
they seek. 

“Though they may be innocent vic- 
tims of the plague of our time, they 
destroy just as devastatingly as the 
villain who makes his contribution 
consciously for the Communist 
cause,” Mr. Kennedy declared. 


Urges Co-Operation 

Mr. Underwood told the Kansas oil 
men that the supplying refiner and 
the Independent jobber can, by work- 
ing together, achieve much more 
“than they do when eternally jockey- 
ing for position, one against the 
other.” 

Calling for a deeper understanding 
of mutual problems, he said that the 
average Independent jobber today 
has one of two attitudes, neither of 
which is right: the average jobber, 
he said, “either fears the conse- 
quences of making his deal with the 
refiner—-or on the other hand antici- 
pates that he has made a deal that 
gives him a free ride on the gravy 
train.” 

Both the suppliers and the jobbers 
frequently are guilty of unsound bus- 
iness practices, he said. For example, 
some refiners follow an unsound prac- 
tice when allowing their direct mar- 
keting operation to compete with 
their jobbers. 

“That’s unsound because you just 
can’t develop a healthy profitable 
business competing with yourself. 
After the business of both has been 
developed, it is found that the profits 
are not sufficient to pay proper re- 
turns. What happens? Why the 
jobber asks for more margin—and 
the direct operation is subsidized by 
the company to pay the loss.” 


Lists Unsound Practices 


Other unsound practices which 
some refiners pursue, he said, are: 

Complaining they cannot get along 
with certain jobbers while at the 
same time having numerous sales- 
men on the road “indiscriminately 
soliciting business from the very kind 
of jobber his company management 
said they could not get along with.” 

Failing to give sufficient consider- 
ation to the factors to be considered 
in making a good profitable market 
for their jobbers and _ themselves, 
such as: 

1. Proper area of distribution based 
upon location of the fixed facilities 
for supply. 

2. Proper volume to be acquired in 
the chosen area of distribution, so 
that nothing will be done to create 
unhealthy, unprofitable competitive 
price conditions, resulting in narrow- 
er margins. 

3. Proper selection of the jobber 
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customer, so that marketing policies 
of both seller and buyer are satisfac- 
tory to each other. 

4. Proper type of sales personnel 
to handle the jobber business, there- 
by insuring best results for both job- 
ber and refiner. 

5. Proper consideration to the type 
of market being served and then de- 
veloping a merchandising program for 
that particular market—so that the 
jobber can benefit from the demand 
created by the costly advertising and 
promotion done by the refiner. 

6. Proper recognition by the refin- 
er of changing conditions in a given 
area and adjusting his sales policy 
where possible to assist his jobber 
customers to maintain the position 
they have jointly made for each other 
in that market. 


Factors Jobber Must Consider 


On the other side, Mr. Underwood 
listed these factors which the job- 
ber must consider for making a prof- 
itable market for both himself and 
his suppliers: 

1. Proper consideration to his laid 
in cost in dealing with a refiner serv- 
ing his market from a given area of 
supply, as compared to his cost from 
another source of supply. 

2. Proper planning of his activities 
to serve most economically each of 
the several types of business avail- 
able to him in the proper proportions, 
i.e.—re-seller, commercial consumer 
and domestic or farm consumer—and 
the retail trade at the service station. 

3. Proper choice of price and sales 
policies to complement his supplier’s 
practices so that both are working 
harmoniously for the benefit of each 
other. 

1. Proper co-ordination of his phys- 
ical plant and facilities with the sup- 
plier’s over-all sales program to in- 
sure maximum use of the supplier’s 
sales and merchandising program. 

5. Properly flexible sales and serv- 
ice operations to meet changing con- 
ditions as they develop so that his 
position and his supplier’s position 
can be co-ordinated in his market. 

6. Proper regard for the personnel 
representing the supplying refiner so 
that the greatest benefit for both buy- 
er and seller will result from the ef- 
forts of the joint enterprise. 

Mr. Chandler told the jobbers that 
in this new era of competition they 
are going to have to work harder 
than in the past. During the war 
years when the supply was limited 
by government control, and during 
the past few years when it was run- 
ning so close to demand, too many 
marketers have become “fat and 
lazy,” he said. The lack of stimn- 
lating competition ‘“‘caused them to 
forget that their only justification 
for existence lay in serving their 
communities.” 

During the seller's market of the 
last few years, he said, “some of us 
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have forgotten just what the true 
meaning of the name ‘service station’ 
implies. There is evidence today that 
many marketers are beginning to re- 
member again.” 

“If the first step toward good com- 
petitive operation is to serve our cus- 
tomers better, the second step and 
just as important is to improve our 
management techniques so that we 
retain the maximum amount of the 
profit we enjoy from our operations,” 
Mr. Chandler said. ‘There’s been so 
much loose talk about 50c dollars the 
past few years that some of us have 
become prone to think of dollars in 
terms of halves. The result has been, 
in some cases, to dismiss wasteful 
operation as the result of inflation. 

“Increased competition in a high 
cost economy calls for careful man- 
agement for survival. Keep accurate 
records . . . make use of your rec- 
ords to analyze your business. If 
parts of it are not profitable, take 
steps to make them so, or replace 
them with satisfactory accounts. 
Watch your credit, too. Experienced 
credit men are almost unanimous in 
recommending that credit policies be 
tightened,” Mr. Chandler said. 


AFL Seeks to Organize 
Station Employes, Others 


NPN News Bureau 

CHICAGO—A nationwide boycott 
of all non-union business as part of 
an intensive all out membership cam- 
paign was urged here last week by 
David Beck, executive vice president, 
AFL Teamsters Union, at close of a 
five-day convention. 

Mr. Beck told the 980 delegates, 
who met in the Morrison Hotel, that 
the union was “doing away with 
geographical lines” and from April 
1-15 “all union resources will be 
thrown behind a membership drive 
to bring into the union all over-the- 
road drivers, local haulers, all serv- 
ice station employes, warehousemen, 
garage help, drive-away and truck- 
away employes in the entire coun- 
try.” 

From another official union source 





Sinclair Heads Board 


NEW YORK—H. F. Sinclair, 
for 33 years president of Sin- 
clair Oil Corp., parent company 
of the Sinclair group, has re- 
signed, effective Jan. 24, from 
that position and has been elec- 
ted chairman of the board. He 
is succeeded by P. C. Spencer, 
president of the principal oper- 
ating subsidiary, Sinclair Re- 
fining Co., and executive vice 
president of the parent corpo- 
ration. Mr. Spencer is continu- 
ing as president of the operat- 
ing company. 














learned that the truckers’ 
drive will include unionization of tire 
and automobile parts jobbers. He 
explained that Seattle jobbers of tires 
and automobile parts were 100% 
unionized and the campaign meant 
“sign up or close up” to all others. 

Failure to achieve union aims, he 
threatened, ‘“‘may bring economic ac- 
tion at some future date.” 

Asked if failure to unionize service 
stations 100% would mean non-deliv- 
ery of gasoline, Mr. Beck told NPN, 
“a study of contracts will be made 
by the union.’”’ Every union member, 
Mr. Beck continued, would “in effect 
be a business agent in all industries 
where teamsters have jurisdiction.” 

He lashed out bitterly against Com- 
munism and demanded they “be root- 
ed out. It is the duty of every union 
member to watch for them,” he said. 


it was 


Union Sponsors Drive 
To Expand Co-Operatives 


Special to NPN 

MILWAUKEE—A _ campaign to 
make half the nation’s commercial 
enterprises co-operative is being 
sponsored by UAW. This was re- 
vealed this week at a UAW-CIO ed- 
ucation conference here. 

Victor Reuther, UAW educational 
director and brother of Walter P. 
Reuther, UAW president, urged the 
delegates to “extend our co-operative 
movement into every phase of indus- 
try.” He cited the successful opera- 
tion of oil co-operatives in Ohio as 
evidence of how far unions can expect 
to expand in this field. He did not, 
however, say explicitly that the UAW 
plans to enter the oil business in the 
immediate future. 

Mr. Reuther said union will sell 
tires, hardware and other merchand- 
ise far removed from the grocery 
field in which its co-operatives 
started. Asked when the union would 
stop expanding its co-op activities, 
Mr. Reuther said: 

“Not until we have as many co-ops 
as they do in Sweden, and maybe 
even more.” 





Deaths 


Roy S. Harrison, 52, assistant to 
the vice president of Gulf Oil Corp., 
Tulsa, died Jan. 10 following a heart 
attack. He had been in ill health for 
nearly a year. With Gulf and the old 
Gypsy Oil Co. for 27 years, Mr. Har- 
rison, in addition to his other duties, 
was in charge of the company’s 
crude oil purchases and sales. He 
was a member of the Oil and Gas 
Assns. of New Mexico, Kentucky, 
and Illinois, the Mid-Continent Oil 
and Gas Assn., Chamber of Com- 
merce, Tulsa Club, Southern Hills 
Country Club, Tulsa Farm Club, and 
the API. 
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Jobbers Should Push Adoption of NPC Oil Policy 
Which Recognizes Value, Need of Independents 


T LAST a properly authorized group, well represen- 

tative of the entire oil industry, has announced a 
national policy both for the industry and for the govern- 
ment that correctly recognizes the value and need of 
the Independent jobbers of petroleum products, and de- 
clares unequivocally for their encouragement and ex- 
pansion. 

This momentous statement—and it is all of that—is 
a section in the recommendation of the National Pe- 
troleum Council, to the Secretary of the Interior, to be 
a part of the National Oil Policy of the United States. 
Presumably the Secretary of the Interior will approve 
and accept this part of the report, at least, without quali- 
fication or objection. The National Oil Jobbers Council 
might well hurry to him its own approval of the policy 
and ask him to accept it. 

Also the National Oil Jobbers Council might well call 
it to the attention of its members, the state associations, 
for similar action; and also send copies of it to the heads 
of all supplying companies, especially the majors, asking 
their boards of directors for approval of the statement 
and that it be then sent to all who have to do with 
marketing in their companies with the supporting state- 
ment that this represents the policy of the company, 
and that the board of directors herewith instructs every 
officer and employe to see that the policy is carried 
out, in letter and in spirit. 

It would also be of value if the National Oil Jobbers 
Council sent the section on marketing policy to the di- 
rectors of the American Petroleum Institute and asked 
them also to adopt a resolution of approval. This ac- 
tion, we are quite sure, J. Howard Marshall, president of 
the Ashland Oil Refining Co. and new vice president for 
marketing of the API, will most heartily support as it 
could well be the platform for the operation of the 
API Marketing Department which, so far as NPN knows, 
never really stated any policy toward marketers. 

Then the National Oil Jobbers Council could press all 
those interested for action to carry out this policy in 
the day-to-day operations of the industry. The council 
could itself submit to those interested, suggestions for 
implementing this statement of a National Oil Policy as 
to oil marketers. The council also could ask the API 
Marketing Department for the appointment of a special 
committee that would be truly representative of all those 
at interest, to study this recommendation for a National 
Oil Policy as to marketers and to recommend to the API 
and to the industry what measures would be best for 
carrying it out. 

And will all concerned please note that this reeommen- 
dation of the National Petroleum Council speaks pri- 
marily and most importantly of oil marketers, of oil 
listributors and dealers, and not primarily of the oil 
marketing departments of the major oil companies, who 
to too great an extent have dominated the API and the 
actions of various groups of the industry as to matters 
pertaining to marketing. This has been a domination 
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that has not been entirely for the good of the industry nor 
of the major companies themselves. 

If you missed this important statement of policy 
when it was issued and published Jan. 13, 1949, here 
it is. It is paragraph 10, of the Section on Utilization 
of Chapter 1 on Domestic Oil of the National Petroleum 
Council’s Report to the Secretary of the Interior on a 
National Oil Policy and formulated at the request of the 
government. 

The paragraph on Independent marketers reads: 


10. Efficient marketing of oil and oil products is 
a major responsibility of the industry. It should 
continue to support and encourage a system of dis- 
tribution under which thousands of Independent mar- 
keters, integrated companies and others compete to 
bring the industry’s products to the consumer. 

“The oil distributor—both wholesaler and retailer 

is the channel through which the industry serves 
. the ultimate consumer. 

“Most oil distributors are Independent business- 
men who buy at wholesale. The marketing of pe- 
troleum is particularly suited to operations by in- 
dividuals and small units, and the industry considers 
that the public interest will be served by continu- 
ing to encourage the existing competitive system. 

“The industry fully recognized the interdependence 
of all units in the industry, large and small. It is 
important to the public and to the industry that the 
distribution system should be efficient, so that the 
benefits of progress in all branches of the industry 
will be passed on to the consumer. 

‘“‘Marketers should be encouraged to increase their 
service to the public through continued improvement 
in distribution methods, the opening of new facilities 
where needed, the introduction of new products, 
added conveniences, and courteous treatment. 

“The industry believes that competition for con- 
sumer preference is the best way to assure such 
service.” 


Here is what Independent marketers have been waiting 
for all their lives. On this statement of policy toward 
them and on behalf of them, they should be able to 
build the most constructive conduct of the oil industry 
on marketing in the history of the industry. 


NPC Action on Oil Control in Event 
Of Another War Doesn’t Go Far Enough 


NE of the great basic errors that Roosevelt and his 

New Dealers made during the last war was in plac- 
ing sole, exclusive and arbitrary control over all prices, 
from the mines and fields to the consumers, under one 
agency that had nothing whatsoever to do with the vol- 
ume of supply, nothing whatever to do with the con- 
sumption of the goods—in fact nothing to do except to 
carry out the Roosevelt injunction to “hold down prices.” 


That Rooseveltian injunction together with the decided- 
ly warped and unfair mental slants of the members of 


the agency, and the even downright dishonest and anti- 
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American activities of many of its thousands of em- 
ployes, threatened to disrupt our war effort. If the war 
had had to run for another year or two, that agency’s 
monkeying with prices to suit its own ideologies would 
have sunk us, unless Roosevelt had changed its course 
if there was time enough then left to do so and still 
save the war. 


Plan Asks Authority to Change Prices in Wartime 


These comments are prompted by the recent action 
of the National Petroleum Council, which, in response to 
a request from the government, has reported a plan of 
how the oil industry should be governed and what should 
be its contacts with the government and the military 
during another war. In that plan the council says that 
there should be another Petroleum Administration for 
War, to consist entirely of oil men, which should have- 

1. The authority to recommend changes in the general 
level of prices whenever in its opinion the established 
level of prices threatens to jeopardize the maintenance 
of an adequate supply of crude oil or products, and 


2. Because of the need to change refinery yields from 
time to time to meet changes in requirements for the dif- 
ferent products, the right to compel the next war's 
OPA to vary prices. on individual products “so long as 
total revenue is kept within the limits established’ by 
the price fixing agency. 


This is a step in the right direction, but it does not go 
far enough. Many times in the past war the PAW and 
various groups in the oil industry recommended much 
needed price changes but OPA turned a deaf ear be- 
cause OPA was in no way responsible for volume of 
supply, it was only responsible for holding down prices 
and, one might well add, responsible for the political 
praise of the administration for such low prices, whether 
they were reasonable or not. It was quite necessary for 
the government to keep its hand on prices else the 
small percentage of products allowed to civilian use 
would have skyrocketed, especially as the administration 

while protesting that it was not—-was running up 
wages to the highest figures of our history. These high 
wages made price control commodities—like gasoline 
that were in short supply, all the more necessary. 


Price Should Be Determined by Weapon Buyers 


Price is only a means by which to obtain war sup- 
plies, it is not a munition or a weapon of war in itself. 
This was finally recognized by the government in deal- 
ing with munition manufacturers who had to receive 
increasingly higher prices to offset the increasingly high- 
er wages the administration insisted should be given la- 
bor. Price of commodities, especially those used in war 
and particularly oil—should have been under the un- 
questioned control of those responsible for the supply 
of these commodities, these munitions of war, and not 
under the arbitrary control of an agency primarily con- 
cerned with the political effect of price on the admin- 
istration’s standing with the voters. Of course, if the 
OPA had been composed of men who were not trying 
to reform our political and economic system they would 
have worked in conjunction with those responsible for 
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the supply of munitions, they would have worked with 
their eye on the battlefields, not only of the day, but 
the possible battlefields of a year or more hence. 


OPA insisted that the oil industry had to supply pe- 
troleum products, not at its usual prices before the 
war, as the law said, but at a lower price, a price set 
by the lowest at which any one had sold—price cutter, 
one in financial difficulties or what. OPA flagrantly dis- 
regarded the law itself in the prices it set for petroleum 
products. Increasing volume took care of the discrepancy 
that developed for a while, but if the industry had had 
to supply a couple more years of war, this country 
would have paid dearly for the politics that OPA played. 
The last year of the war particularly we should have 
been looking harder and further for more oil, we should 
have been building and expanding more refineries and 
that could only have been done with a better price. 


War Oil Agency Should Control All Prices 


The National Petroleum Council is absolutely right 
in insisting that the oil industry and all pertaining to 
petroleum products, in relation to both the military and 
to the civilian population, should be under one agency 
and that composed of oil men, an agency that will deal 
direct with the military. But the council should insist 
that that agency should also have absolute control over 
all oil prices of every kind whatsoever and without any 
subordination to any other agency, especially one that 
is concerned with prices only, which would make the 
next OPA, as it did in the last war, mostly a political 
agency. 


It may be argued that a recommendation by the oil 
agency for vhigher prices, supported as to the need of 
more products by the military, would be recognized by 
the price fixing agency, but that is decidedly not the 
way it worked out in this last war. OPA was a power 
unto itself as long as it played White House politics. 

This next war, if there is one, will be more of an oil 
and internal combustion engine war than this last. The 
demands for petroleum products will be terrific espe- 
cially for aviation fuel because we will have to have the 
largest and biggest fuel consuming air force yet. The 
country cannot afford, therefore, to place in the hands 
of what easily could be another political and ideologic 
minded group, like the last OPA, authority over our 
supply of petroleum because that is what power over 
prices means. 


We have had one narrow squeak now let us not have 
another just because some people are more interested 
in politics than in the country’s safety as a FREE 
country, and, perhaps, are hesitant about interfering 
with the spread of Communism, to put it mildly. 





Reason is not measured by size or height, but 
by principle — Epictetus. 


Comments on editorials in NATIONAL PETROL- 
EUM NEWS are welcomed always. 


Please address Warren C. Platt, Editor, 1213 
West 3rd St., Cleveland 13, Ohio. 
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MAKE HASTE WASTE 





Now you can load faster — with 
greater safety—without loss due to 
spillage with the most modern de- 
velopment in loading of petroleum 
-products ‘in many years.’ Smooth | 
hydraulic and spring action provide 
‘a safe means to raise or lower the 
assembly. The hydraulic’ cylinder 
automatically holds the loading arm 
in any desired position against the 
tension of the return springs; and 
cannot be forced upward manually 
- by back pressure. Upward move- 
ment can only be accomplished 
through actuation of the by pass 
valve on the hydraulic cylinder. 
Each fitting in the assembly was 
especially designed for you to pro- 
vide ease in operation, maximum 
flow and quick shock-proof loading 
under various pressure or velocities. 


with the new 





































For loading of petroleum 
products into truck tanks, tank 
cars and diesel locomotives. 






' Eliminates counter- 
s) weight extension into 
platform walk way. 


“We load more trucks in less time since we installed the 
new Wheaton Assemblies. We've done away with waste 
and cut down fire hazard due to spillage. The men work 
better, too, due to the ease of handling in loading.” 


IT TELLS YOU HOW! 


Get all the facts on safer, faster loading 
Tt, made possible by the new Wheaton Hy- 
W draulic Loading Arm Assembly. Booklet 

—sent without obligation—is fully illus- 

trated and contains diagrams, pipe friction 
tables and specifications. To obtain your 
copy merely call or write the Wheaton 
Brass Works or your nearest Wheaton 
distributor. 
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Loading Rack Improvements Boost Efficiency 


Carl T. Hellsten is superintendent of operations in the marketing By CARL T. HELLSTEN 
department of Cities Service Oil Co. of Pennsylvania and as such co- and 
ordinated the work of the manufacturing, marketing and other depart- ALLAN R. GREENE 
ments in improvements at the East Braintree, Mass., terminal described 
in this article. Before work was begun, and over a period of years, he _ New, faster loading rack facilities 
visited many terminals of various companies to get ideas for the most installed at the East Braintree, 
efficient terminal operation possible. Mass., terminal of the Cities Serv- 
All ‘ , : ‘ : ice Oil Co. of Pennsylvania have 
an R. Greene is chief engineer of the company’s manufacturing A : 

: . vee ‘ speeded up tthe plant’s capacity to 
department and directed the converting of Mr. Hellsten’s ideas into the handle a greatly increased through- 
improved East Braintree plant. He handled plant design and construc- put. 
tion and general engineering. 
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Daniel H. Crepeau, plant engineer at Cities Service’s whole East 
Braintree installation, directed the detailed engineering. 
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ABOVE 

Main control panel inside plant office. 
At left is the pneumatic tube system. 
center shows the public address con- 
trol section, and right is the area con- 
taining the switches which control the 
pumps. Lights indicate pump in action 


LEFT— 

Drivers transmit papers and cash to 
and from the dispatchers’ office through 
this pneumatic tube. Above the cross 
member is located the vapor and 
weather proof combination loud 
speaker and microphone, with switch 
box near the driver's hand, providing 
two-way communication with the dis- 

patcher 


The improvements are part of an 
expansion program begun in 1945, 
the first step being new tanker and 
barge facilities. Those have now 
been enlarged so as to accommo- 
date the new T-2 and larger type 
tankers. Cargo pipe lines have been 
installed which permit unloading the 
average tanker cargo in 15 hours 
or less. New garage, office and 
truck repair shop were also erected. 


Since more than half the products 
handled by the terminal are dis- 
tributed by tank truck, it was neces- 
sary to plan for a modern loading 
rack and garage that would give 
the utmost in operating efficiency. 
The Boston marketing division esti- 
mated the maximum daily loading 
requirements for the first year’s 
operation as shown in Table 1: 


Table 1 


Daily Maximum 
Average Hourly 
Throughput Throughput 


Ethyl Gasoline 120,000 Gal 30,000 Gal 


House Brand 

Gasoline 180,000 Gal. 45,000 Gal 
Diesel Fuel 180,000 Gal. 45,000 Gal 
Kerosine . . 180,000 Gal 45,000 Gal 
No. 2 Furnace Oil 600,000 Gal. 150,000 Gal 
No. 6 Fuel Oil.. 120,000 Gal. 30,000 Gal 
No. 5 Fuel Oil. 120,000 Gal 30,000 Gal 


The maximum hourly loading rates 
were further qualified by the neces- 
sity of loading one-half of the daily 
throughput in the first two hours of 
tae morning, as indicated in Column 
2, with the balance spread out over 
the remainder of the day and a sec- 
ondary peak around noon time when 
the trucks return for reloading. A 
third provision required an allowance 
for a steady throughput increase over 
the estimated first year load. 


Accordingly, a general plan for the 
rack was laid out as shown in Table 
2. 

The number of loading spots show: 
in Table 2 represents the maximum 
possible changeover from winter to 
summer operation. Actually the dis- 
tribution shown can be varied between 
housebrand gasoline or No. 2 fuel oil; 
premium gasoline or kerosine with- 
in the limits shown. 

The effective gallonage output per 
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hour is shown in Column 4, Table 2. 
It is based on actual spot checks of 
the operation of the rack and rep- 
resents about 90% of the theoretical 
meter capacity. 7 


The ability of this installation to 
handle heavy demand was well de- 
monstrated in the first three months 
of its operation during the past 
winter. In one severe cold spell dur- 
ing February, when the Boston area 
was blanketed with four feet of snow, 
over 823,520 gals. were put through 
this rack into 210 trucks, in one 24- 
hour period. Of this total over 350,- 
000. gals. was No. 2 fuel oil. The 
peak load of the first winter’s opera- 
tion was reached in March, 1948, 
when 13,311,263 gals. moved through 
the loading rack during the month. 


The effectiveness of the rack is 
due in a large measure to several 
new features which were incorporated 
in a unit which is basically of con- 
ventional design. 


Features of Truck Loading Rack 


The structure consists of concrete 
apron 24 ft. wide and 260 ft. long 
with eight islands 4 ft. wide, on 26 ft. 
centers, with provision for two addi- 
tional islands. 


Each island contains a rectangular 
well, see photograph on p. 25, which 
holds the vertical risers from the 
product lines laid underneath the 
concrete apron. The apron and all 
surrounding asphalt paving is graded 
to drain to a 12-in sewer running 
along the rear of the rack. 


The islands are set at a slight 
skew to the direction of entrance and 
exit of the trucks to reduce the turn- 
ing radius required and to provide 
greater ease of approach and depar- 
ture within the limited space avail- 
able for the rack. The angle of skew 
was determined after lengthy ma- 
neuvering with paper scale models of 
trucks and later confirmed by actual 
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Slave motors which operate these ticket printing, totalizing meter heads inside the 
plant are driven from master motors in the loading rack meters 


trials with both tractor-trailer and 
conventional six-wheel tankers. 


In the photograph on cover it will 
be observed that the conventional 
platform has been omitted in favor 
of a shelf just wide enough to sup- 
port the meters. This feature was 
decided upon after visits to numerous 
bulk plants, and the measurement of 
all types of tank trucks. 


Various Considerations Cited 


It was determined that: 


1. A platform of the right height 
for a “peddler’s” tank truck or an 
old 2,000 gal. job is too low for a 
4,000 gal. tank truck carrier. 


2. There are about as many tank 
truck vehicles in service with walk- 
ways on the side, as there are tank 
trucks with walkways on top. It is 
too big a step from a platform that 


Table 2 
4-inch 3-inch Total Effective Gal. 
Loading Loading Loading Output Per 
Spots Spots Spots Hour 
Ethyl Gasoline (W*) 1 1 2 40,800 
Ethyl Gasoline (S**).. 1 5 6 107,200 
House Brand Gasoline (W*). 1 1 2 40,000 
House Brand Gasoline (S**). 1 5 6 107,200 
Kerosine (W*) ..... ; 1 5 6 107,200 
Kerosine (S**) ...... 1 1 2 40,800 
No, 2 Fuel Oil (W*) 2 6 ta 148,000 
No, 2 Fuel Oil (S**) 2 2 4 81,600 
Diese] Fuel ....... 0 1 1 29,000 
No. 6 Fuel Oil . 3 0 3 36,000 
No. 5 Fuel Oil ... 3 0 3 14,400 
100 Octane Gasoline . 1 0 1 30,000 
%0 Octane Gasoline 0 1 1 21,000 
‘0 Octane Gasoline 0 1 1 21,000 
Commercial Gasoline 1 0 1 30,000 


* Winter Demand 
** Summer Demand 
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fits the side walkway truck to a 
truck with a walkway on top of the 
truck tank. Either approach is hard 
on the tank paint job. The driver 
invariably walks on the tank. 


3. The above problem is further 
complicated because about 20% of 
the larger tank trucks have the top 
walkway on either side of the tank 
center line. This makes it impossible 
to reach the walkway from the plat- 
form if the truck pulls up to the side 
of the island away from the walkway. 


4. Loading from the truck itself 
places the driver where he has no 
excuse for not seeing what he is 
doing. He has the open hatch im- 
mediately beneath him and needs 
only to glance up to read the meter 
dial. 


5. On modern well designed truck 
tanks the platform on the side or 
top of the truck is designed as a 
working platform, therefore, logieally 
it is the place for the man loading 
the truck to work. 


Meters Easily Seen 


The meters on the rack are loeated 
with the register in clear view of 
a man standing on the truck. These 
meters have a direct reading totaliz- 
ing head which contains the master 
motor driving a slave motor operat- 
ing an indicating, totalizing head 
with ticket printer in the dispatcher’s 
office. At the head of each island, 
see photograph on p. 25, are remote 
control wheels for “‘zeroing’’ the di- 
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Aerial view of new Cities Service terminal at East Braintree, Mass., which includes 


rect reading meter heads on each side 
of the rack. Also immediately ad- 
jacent is the ground clamp. This 
location was chosen to combine two 
operations. As the driver descends 
from his cab he attaches the ground 
clamp and “zeros” the meters. The 
proximity of the two devices serves 
to remind the driver to omit neither 
operation. 

The platform roof has an effective 
width of 32 ft. and is covered with 
protected metal corrugated sheets. 
The roof structure and meter plat- 
form are supported by two H columns 
at each island. The supporting struc- 
ture of the roof is somewhat of a 
departure from the usual type of 
loading rack. 

It consists of 4-in. H beam columns 
salvaged from a cracking unit fur- 
nace that was scrapped about the 
time the rack was built. The use of 
these beams made it possible to eli- 
minate the transverse trusses in the 
roof and thereby simplified the struc- 
ture considerably. 

Pneumatic Tubes Handle Tickets 

One of the new features included in 
the rack is a pneumatic tube convey- 
ing device for the handling of load- 
ing tickets, delivery tickets, receipts, 
cash or miscellaneous items. At the 
rear of each platform, mounted on 
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a new garage, office, and truck repair shop 


the roof column is a terminal fitting 
for a Lawson pneumatic tube con- 
veyor connecting the rack with the 
dispatcher’s office. Above the pneu- 
matic tube terminal, about 10 ft. off 
the ground, is mounted a vapor and 
weather proof combination loud- 
speaker microphone for communica- 
tion between the loading rack and 
the dispatcher’s office. To talk, the 
driver holds a flip switch below the 
speaker in the closed position. This 
drops a call signal in the office and 
energizes the microphone circuit. The 
immediate means for two-way con- 
versation avoids confusion and time 
loss by eliminating shouting or walk- 
ing to and from the rack or office. 
Likewise it permits dispatchers to 
contact drivers instantly. 


Loading arms are of the conven- 
tional counterbalanced design with 
extension pipe for bottom loading on 
all light products. On the No. 5 and 
No. 6 oil a cock has been substituted 
for the slow closing loading valve and 
a short spout is used. This spout has 
a hook on the end to hold a small 
can to catch any oil drip. This pre- 
vents smearing up the rack, trucks 
and roadway by wind blown oil. All 
No. 5 and No. 6 oil lines are traced 
with electric resistance heating wires 
from the pump to the rack. An ad- 


ditional feature is a bracket on each 
loading arm riser in which the 
counter weight shaft is engaged when 
not in use. This prevents damage 
from swinging loading arms in windy 
weather. 


Flow of light oils through the in- 
dividual meters is controlled by air 
actuated diaphragm valves between 
the meter and the loading valve 
shown in photograph on p. 25. These 
diaphragm valves in turn are actu- 
ated by an explosion-proof three-way 
electric solenoid valve. Each solenoid 
in turn is controlled from a switch 
alongside the printing head for that 
loading spot in the dispatcher’s of- 
fice. Air to these valves comes from 
the compressed air system in the 
garage and after passing through a 
reducing valve, a water separator and 
filter, it is distributed at 45 lbs. pres- 
sure through a common header to 
each solenoid. When energized, the 
solenoid valve admits air to each 
diaphragm valve, opening it. When 
de-energized the solenoid valve opens 
the chamber of the diaphragm valve 
to the atmosphere, allowing it to 
close by both spring and hydraulic 
pressure. Since the 3-in. diaphragm 
valve will make 90 cycles and the 4- 
in. 40 cycles on one cubic ft. of air, 
the effect of the operation of the 23 
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valves on the rack has no effect on 
the air supply to the regular garage 
equipment. 

With this system, the dispatcher 
has full control over any light oil 
loading spot on the rack. No oil can 
be withdrawn unless the dispatcher 
opens the valve, and he can im- 
mediately turn off the flow of prod- 
uct in case of accident or any other 
cause. 

Dispatchers Control Pumps 

The operation of the pumping 
equipment is now manually controlled 
by the dispatchers through individual 
remote control switches on the pump 
control panel in their office, see 
photograph on p. 22. Each switch 
is in series with a signal light which 
glows red when its pump is in use. 

As all the principal product pumps 
are the centrifugal type, it was orig- 
inally planned to limit the flow in 
each loading line by the use of Pitot 
tube—diaphragm type control valves. 
However, investigation of the hydrau- 
lic relation of the pump discharge 
characteristics versus the friction 
drop in the piping system, indicated 
that the throttling effect of a simple 
orifice in each meter, in addition to 
the throttling effect of the strainer 
meter and loading valve would 
achieve the same purpose. According- 
ly, a plain steel orifice was installed 
in the flanged connected between the 
headers under the rack and the inlet 
to each meter strainer assembly on 
the kerosine, No. 2 oil and two gaso- 
line lines. Although a different sized 
orifice was required for each set of 
product connections the same limit- 
ing effect was achieved at a fraction 
of the cost at a negligible loss in 
pumping efficiency. In practice, this 
arrangement has worked out well, 
limiting the meters to not more 
than 15% over-speed in the extreme 
case. 


Plan Pressure Switches 


A further modification, now in the 
planning stage, is operation of the 
pumping equipment by pressure 
switches operating off the product 
lines and connected in series with the 
control switch and light in the dis- 











Equipment Used 

Principal items of equipment installed 
at the new Cities Service loading rack 
in East Braintree, Mass.: 

Centrifugal pumps: Worthington Pump 
& Machinery Corp., Ingersoll-Rand Co. 

Rotary Pumps: Blackmer Pump Co., 
Worthington Pump & Machinery Corp., 


Kinney Manufacturing Co 

Meters, Strainers and Air elimina- 
tors: Smith Meter Co 

Loading Arms and Valves: Wheaton 


Brass Works. 
Diaphragm Valves: Clayton Mfg. Co 


Solenoid Valves: Automatic Switch 
Co. 
Roofing Garage and Loading Rack: 


Robertson Protected Metal Co. 
Pneumatic Conveyor: Lamson Corp. 
Communications System: Langevin 

Co., Inc. 

Structural Steel: Norfolk Iron Works 

Meters and Electrical Installation: 
Lufkin Eag. & Equipment Co. 
General Contraetor: Clark & Smith 














At the ends of 
each island are 
four control wheels 
for manually 
setting meters. Ar- 
riving drivers con- 
nect ground cables 
at same time 


re- 


patcher's office. This will make the 
operation of the loading pumps fully 
automatic while still keeping it under 
the surveillance and control of the 
dispatchers. Such a system is now 
in operation on the truck fueling sta- 
tions at the garage doors, where 
there is a 1%-in. meter with built- 
in air eliminator mounting a ticket 
printer on the head with indicator 
and totalizer. When trucks are fueled 
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Risers from supply lines are set in a well in the concrete island base. Dual supply 
lines to each pair of meters permit shifting from one product to another as demand 
Meters are mounted on a shelf, and the usual rack platform is omitted 


changes. 
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months. To overcome this handicap 
the four refineries of the company 
were scoured for surplus equipment. 
Surprisingly enough by a few intra- 
plant swaps, sufficient complete units 
were found to handle all but two 
products. 

The problem of selecting the pump- 
ing equipment for the major products 
was worked out in the following 
manner: 

1) Two pumps were used for each 
product with one pump having above 
twice the capacity of its alternate 
at the same net head. 

2) Suction and discharge lines 
were sized to hold friction drop in 
the piping systems to a minimum. 

3) Flow through any single meter 
was limited by the use of an orifice 
at that meter. 

4) The head/capacity characteris- 
tics of the pumps were chosen with 
particular consideration to two points. 
First, the unit had to have relatively 
flat head/capacity characteristics 
(i.e., a wide variation in capacity for 
small changes in head), and second, 
at their rated capacities the pressure 
developed by the pumps had to meet 
the head requirements of their re- 
spective piping system when the suc- 
tion pressure on the pumps repre- 
sents the condition for the storage 


tanks being half full. In this way, 
the head available to deliver the prod- 
uct in each system, at rated meter 
speed, is about (15%) less than is 
theoretically required with tanks 
empty and 15% more with the tanks 
full. 

5) The net result of the foregoing 
is that for the worst case of both 
pumps running with one or two spots 
in operation, loading will be about 
15% over the rated meter speed. 
As additional spots are cut in, all 
meters run at close to rated speed, 
until the last spot is opened, which 
causes about a 10% reduction in all 
meter rates. 

Since the operator has the selec- 
tion of pumps at his finger-tips, the 
worst aspects of this problem are sel- 
dom realized in practice, and there 
have been no difficulties from surg- 
ing or hydraulic hammer when sev- 
eral spots cut off at once. This prob- 
lem of selection was further simpli- 
fied by keeping all lines supplying 
the rack as large as practical to elim- 
inate wide variation in friction loss 
over the expected rates of flow. 


Pumps Close to Tanks 
Also every effort was made to lo- 
cate all pumping equipment imme- 
diately adjacent to the tank or tanks 





A SAFE Bet 


FOR 


TANK CARS 


Whether yours is the responsibility of the 
tank car builder, or the work and risks 


of the tank car riding trainman, 
you will appreciate the safety of 
Blaw-Knox Electroforged Steel 
Running Boards, Brake Steps, and 
Platforms. Note also the one- 
piece welded construction, easy in- 
stallation, easy replacement, and 
open self-cleaning feature. 


Quick delivery to your specifications. 


Write for Bulletin No. 2228 
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from which it was supplied, the only 
exception being to locate the pump 
a short distance away if the terrain 
made it possible to get the pump low- 
er than the base of the tank. Since 
the large product pumps are run di- 
rectly from 90,000-bbl. tanks, a gain 
of even a few inches in elevation 
provided a big increase in practical 
working margin. Lest this sound 
like a rather trivial consideration, it 
should be explained that the tank 
arm is located on one of the finest 
granite sidehills in New England and 
excavation is done only by drilling 
and blasting through ledge rock. 

One of the problems involved in 
the layout of this plant was the mat- 
ter of air separators and strainers. 
At first it appeared simplest to in- 
stall large strainers on the product 
pump discharges. However, some 
simple arithmetic soon proved that a 
far more economical arrangement 
was a strainer at each meter. Some 
of the foreign material subsequently 
removed from the strainers after the 
lines had been supposedly thoroughly 
flushed out, confirmed the practical 
aspect of the choice. 


The problem of the air separators 
proved to be most’ economically 
solved in the opposite manner. The 
complications in design and the at- 
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tendant expense of purchasing and 
installing individual air separators 
for one or two meters at each island 
outweighed any reservations about 
the ability of an individual separator 
to handle over 100 g.p.m. There- 
fore single separators were installed 
in the product lines at the lowest 
point before going underground to 
the rack. Since the base elevation 
of all the tanks, or some point the 
piping system from the tanks is high- 
er than the meter elevation, there 
has been no problem of meters drain- 
ing. As a matter of interest several 
of the air separators have individual 
ratings of 650 g.p.m. for a 6-in. unit 
to 2,800 -g.p.m. for the 12-in. Check 
calibrations of the rack in full op- 


eration show no evidence of any air | 


entrainment. 


Martin Oil Co. Splits 
Ownership, Management 


Special to NPN 

CARBONDALE, Ill.—Martin Oil 
Co., Inc., as of Jan. 1, has been di- 
vided both as to ownership and man- 
agement. 

Under new setup, Martin Oil Co., 
Inc., operates under ownership of T. 
W. Martin, who also is company 
president. G. W. Gladders is secre- 


tary-treasurer and general manager. | 
Company operates in Tennessee, Ken- | 
tucky, southern Illinois, southern In- | 
diana, Missouri and Arkansas. Of- | 


fices remain in Carbondale. 


H. T. Martin, who with T. W. Mar- | 
stockholders in | 


tin were principal 
original Martin Oil Co., Inc., has 
become owner of Martin Oil Serv- 
ice, Inc., operating in northern Illi- 
nois, Iowa, Colorado, Minnesota and 
Gary, Ind. Company office is in Chi- 
cago. 

Martin Oil Co., Inc., operates 35 
service stations, several bulk plants 
and dealer outlets. Company also op- 
erates 75,000-bbl. river terminal at 
Cairo, Il. 


Martin Oil Service operates 30 sta- | 


tions, the steamer Milne Bay and a 
number of barges on the Mississippi 
and its tributaries. Company also 
owns and operates 135,000-bbl. termi- 
nal at Blue Island, Il. 


Antifreeze Maker Denies 
Misrepresenting Product 


NPN News Bureau 

WASHINGTON — Federal Trade 
Commission says Saul Fehlden denies 
that his Federal Chemical Manufac- 
turing Co., Baltimore, has misrepre- 
sented results to be obtained from 
use of solution called “Polar Zone” 
as antifreeze. 

An FTC complaint, describing ‘Po- 
lar Zone” as having calcium chlor- 
ide base, recently alleged use of it 
may have “highly injurious effects” 
on parts of cooling and ignition sys- 


tems of gasoline engines, and such | 
solutions will cause “serious corro- | 
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sion” in automotive engines (see Jan. 
12 NPN, p. 40). 

In answer, says FTC, Mr. Fehliden 
declared “the product is an antifreeze 
solution and is as set forth in the 
advertisement on each can.” Date for 
hearings has yet to be set. 


Asphalt Emulsion Used 
To Halt Seepage in Dams 


NPN News Bureau 

NEW YORK—Shell Oil has devel- 
oped and begun marketing of a meth- 
od for constructing permanent un- 
derground dams without excavation 
by use of an asphalt emulsion injec- 


tion system. New method is mar- 
keted under trade name “Shellperm.” 


Designed to control subsurface liq- 
uid seepage, leakage or other flow, 
Shellperm employs an emulsion of 
asphalt in water, which is pumped 
under low pressure through a metal 
pipe driven into the ground. Emul- 
sion forms into a ball and is made 
to coalesce by chemicals mixed with 
emulsion. Repeated injections to form 
overlapping or abutting columns of 
asphalt produces an underground 
dam. 

New process replaces costly exca- 
vation, company says, and has been 
used to check irrigation water loss. 


ORIGINATORS OF BALANCED LOADING EQUIPMENT 


DOUBLE- 
FEED 


The loading of gasoline and oils is 
made easier and more speedily with the 
Oilco 620 Double-Feed Swing Joint; 
made only by and patented by Oil 
Equipment Mfg. Co., Louisville. 

Yes, high-speed loading without chok- 
ing, nor leaking, and incorporating Oilco 
Model 150 loading line valve which 
withstands 300 degrees of oil heat. 

Illustration shows double fork feeding 
into fulcrum arm from both sides. 

Long service and steadiness is assured, 
Q@nd uneven wear on bearings is pre- 
vented by two support bearings. Five 
rings of heat-resistant gasoline packing 
Prevent leakage. Weight on the swing 
rests on the outboard bearings and the 
joint itself does not rest on the packing. 
Swings at all angles. 

The tank truck loader shown, Model 
600-D, meets every loading demand of 
the industry. The bronze angle swing 
joint swings in 360-degree radius, per- 
mitting dip pipe to enter dome from any 
angle, with handle on the joint to enable 
Operator to adjust sliding sleeve to de- 
sired position. Counter-balanced weights 
allow the loader to remain in an upright 
position when not in use. Vacuum con- 
trol completely drains the assembly 
upon raising it from truck. 
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SIZES, 3” and 4” 


Complete descriptions in Oileo catalog No. 500. 


OIL EQUIPMENT MFG. CO., INC, 


3100 VERMONT AVE., 


LOUISVILLE 11, KY. 


Canada: Empire Brass Co., Ltd., London, Ont. 
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Plate 851—McDonald Angle Check 
Valve with Removable Cage Assem 
bly Permits inspection or repair 
without breaking pipe connections. 
Heavily galvanized iron body, bronze 


ap, bronze poppet assembly. 11/2 





Plate 852—McDonald Angle Check 
Valve with Removable Cage Assem 
bly. Similar to Plate 851, but is con 
structed with composition disc seated 


»» 45-degree bronze tapered seat 


1! 


he MeDonald line also includes Spring 


Horizontal Swing Check Valves (816) and Flanged Vertical Check Valves (933 


Write for folder 


M£ DONALD | 


LEADING tiwe . 





It's smart to check your check valves periodically 
—and smart also to take advantage of extra refine- 
ments found in all McDonald Check Valves. 
Each of these time-tested valves is made to do a specific 
job—dependably and with a minimum of atten- 
tion. Extra life means extra return 

on your investment. 


A. Y. MSDONALD MFG. CO. 


“The Home of the Swing Joint’ 
DUBUQUE, IOWA 


There’s a McDonald Branch or 


Distributor Near You 


Plate 926—McDonald Iron Body Single 
Poppet Angle Check Valve. Guaran 
teed against leakage. No restriction 
to flow. Seat and disc are of flat 
type, made of high-grade bronze 
Heavily galvanized body prevents 


rusting. WA". 


Plate 930—Iron Body Double Poppet 





e Angle Check Valve. Both poppets 
seat on same plane—permitting seat 
to be washed off should foreign 

° matter accumulate. High-grade bronze 
seat and discs. Heavily galvanized 
body. 1'/2'’, 2 

2 

+ —— 

Plate 853—McDonald Angle Check * i al 
>” 
Valve with Composition Disc—Spring DUBUQUE 
Loaded. Galvanized iron body, bronze « 
cap and inner working parts—special 
composition disc seats on 45-degree 
1 e 
tapered bronze seat. 1/2 Plate 901—McDonald All Bronze Angle 
—Singl ’ full 
Loaded Vertical Check Valves (935), Check Valve—Single Poppet A tw 
e line of gasoline at all times. Core 


fully machined seat and disc elimi 
nates leakbacks. 11/2", 2”. 
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Equipment 





News about marketing equipment companies and 
people ... New products . . . New literature 


1—Loading Assembly 


Hydraulic spring, counterbalanced 
loading assembly is reported to as- 
sure easier and safer loading by elim- 
ination of the counter weight exten- 
sion into platform walkaway. Unit 
for loading truck tanks, tank cars 
and Diesel locomotives employs hy- 
draulic and spring action to raise or 
lower the assembly. Hydraulic cyl- 
inder automatically holds the loading 
arm in any desired position against 
the tension of the return springs and 
cannot be forced upward manually by 
back pressure, maker says. Company 
also states that upward movement 
can only be accomplished through ac- 
tuation of the by-pass valve on the 
hydraulic cylinder and that each as- 
sembly fitting was designed for ease 
in operation, maximum flow and 
shock-proof loading under various 
pressure or velocities. Wheaton Brass 
Works. 





2—Fuel Oil Hose 


Manufacturer says it now has avail- 
able fuel oil hose of non-flattening 
construction. This feature is obtained 
by a full-length spiral of spring steel 
wire built into the cotton cord car- 
cass. Full inside diameter is said to 
be assured by non-swelling synplastic 
tube which resists inward swelling 
of hose and reducing of hose orifice. 
Light-weight hose, if crushed by 
heavy object (truck wheel, for in- 
stance) can be reshaped with wooden 
mallet or other broad-faced hammer- 
ing tool, according to maker. It is 
also claimed that ‘‘weave of the car- 
cass is constructed in a way that 
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permits substances of cover and tube 
to meet and vulcanize to each other, 
resulting in a strongly reinforced ho- 
mogeneous mass that precludes all 
possibility of tube, carcass or cover 
separation.’’ Goodall Rubber Co., Inc. 


3—Service Station Lights 


New service station light units have 
bulbs that are said to hold up for 
6,000 hours—about 14% years, and 
that give more light than a 500-watt 
incandescent bulb, yet cost only about 
one-third to operate. Units light at 
below-zero temperature, according to 
maker. Ease of installation is claimed, 
as units come completely wired and 
with four mounting poles. General 
Electric 40-watt outdoor bulbs and 
ballasts are used, and glass is de- 
scribed as 4 in. heavy ribbed to with- 
stand considerable vibration. Allan 
Anthony Electric Corp. 


4—Self De-Icer Water Hydrant 


New design in “frost-proof’ hy- 
drants allegedly eliminates need for 
underground pits, gravel boxes, drain- 
age lines, sump pumps, special insula- 
tion or electric heating coils in keep- 
ing water free-flowing under freez- 
ing conditions. Key to design is rub- 
ber-lined riser-spout running from 
water main below frost level to 
aboveground outlet. Rubber tube ex- 













pands under water pressure, then con- 
tracts to internal diameter not much 
greater than thickness of lead pencil 
when pressure is turned off. Thin 
column of water freezes in tube, but 
when valve is opened water pressure 
again expands tubing. Water flows up 
and around ice “pencil’”’ which is brok- 
en up and flushed out almost instant- 
ly. Standard hydrant length is 5% 
ft., which places valve mechanism 
4 ft. below ground and outlet 30 
inches above ground. Other lengths 
available for variations in frost line 
depth. Crane Co. 


5—New Model Gasoline Pump 


Maker describes new pump model, 
“39L E-Z-Fill,” as companion to “Re- 
trev-A-Hose” model introduced in 
spring of 1948. Similar in appearance 
to previous model, it is 58” high and 
provides 14 ft. of usable hose, about 
one-half of which is contained with- 
in pump housing. Hose extends and 
retracts on roller bearing pulleys and 
weights that operate on steel guides 
inside the pump housing. Full-length 
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GEORGIA 





We Repair and Refinish 
Veeder-Root 
Computer and Register Wheels 


All Work Guaranteed 
EQUIPMENT SALES CO., INC. 


858 Dekalb Ave., N.E. 
Atlanta, Georgia 
Lamar-1754-5 
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ILLINOIS 





Service Station And 
Oil Handling Equipment 
BRUNS & COLLINS, INC. 


1453 S. Michigan Ave. 
Chicago 16, Ill. 
Immediately From Our Warehouse 








P. R. GIRARD 


Factory Representattve 


Champion Compressors 
Globe Hoists 
National Pumps 
Wheaton Brass Works 


327 S. LaSalle St. 
Chicago 4, Ill. 








Your Needs In Oil Handfing 
Service Station Equipment 
From Our Warehouse 


PLEWKE EQUIPMENT CO. 


1742 W. Madison Ave., 
Chicago 12, If. 








“EXCEL-SO” Water Separators, 
Micronic Filters and 
Dehydrating Equipment 
RALPH ROBB COMPANY 


37 West Van Buren St. 
Chicago 5, Ill. Tel. WEbster 9-5144 
Specialist in Liquid Handling Equipment 
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steel fire-wall protects hose within 
the pump, and rubber bumpers at top 
and bottom contribute to quiet pulley 
action and prevent static sparks, ac- 
cording to manufacturer. Tokheim Oil 
Tank & Pump Co. 


6—Electric Diaphragm Gas Valve 





New valve is designed for control 
of natural, manufactured, mixed and 
LP-gases to space and unit heaters; 
central, floor and wall furnaces and 
boilers. Features listed are these: 
valve is silent and has no packing 
glands or bellows to impede operation; 
low current consumption of five 
watts; for low or line voltage appli- 
cations; standard model and manual 
opening model with or without elec- 
tric trip; envelope size of valve makes 
easy adaptation to any gas-fired heat- 
ing installation; all body parts die- 
formed aluminum of high density and 
tensile strength; and seven size 
ranges. General Controls Co. 


7—Flooring Resurfacer 


Manufacturer states that “Resn-X’”’ 
is a resilient, heavy-duty resurfacer 
which can be brushed or troweled 
over any type of floor-—concrete, 
wood, tile, metal, composition, etc. 
to a thickness of 1/32” to 1/16”. Re- 
surfacer is further described as: non- 
slip and top electrical insulator, be- 
ing ideal for safety stair tread; re- 
sistant to chemicals and _ solvents; 
ready-mixed in six-gal. containers; 
in colors of tile red, utility green and 
medium gray; dries sufficiently for 
walking in six hours and for traffic 
in 24 hours. Coverage per gallon is 
set at about 60 sq. ft. at 1/32 in. and 
30 sq. ft at 1/16 in. Rock-Tred Corp. 





8—Automatic Nozzle Valves 


Both air and water nozzle valves 
of manufacturer are said to operate 
with very slight thumb pressure and 
to be without springs. Water nozzles 
are rubber-covered to protect hands 
and equipment, and come with short, 
fixed nozzle or longer, interchange- 
able nozzle. Short nozzles are for 
hose sizes (inside dia.) of %, % and 1 
in. Longer is for %, 1, 1% and 1lte 
in. hose. General purpose air hose 
valve and nozzle is for any air line 
up to 100 p.s.i. pressure. It is of high 
chromium stainless steel and body is 
tapped for standard \% in. pipe thread. 
Nozzle extends approximately 2% in., 
but longer nozzles may be ordered. 
Paul Valve Corp. 


9—Battery Charger 


Motor-generator battery-charging 
equipment for lead or Edison batter- 
ies in fork lift trucks is said to con- 
serve man and machine hours by 
permitting truck operator to recharge 
batteries in the work area. In listing 
automatic features, manufacturer 
says: “Charging current begins at 
the proper value; charging current 
is controlled throughout the charge 
at rates prescribed by battery manu- 
facturer; equipment shuts down in 
case of power failure; charging re- 
sumes when power is restored; and 
charger shuts down completely when 
battery is fully charged. Electric 
Products Co. 


10—Drum Safety Jacks 


New line of drum safety jacks is 
reported to make easier, safer and 
faster the removal of truck tires for 
tire, brake and wheel bearing work. 
Features include: spotting device 
which places the jack exactly in po- 
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Model L-1-D. Low (60”), yet de- 
signed for easy installation and 


quick adjustments. Retractor type 
hose(13’), completely outside. Clean 
lines, long-lasting finish. Computer 


or non-computer types. 


Nationwide Service for SMITHway Gasoline Pumps 





Thousands of users are definitely re- 
ducing costs due to faster delivery, 
sustained accuracy and lower main- 
tenance of Smith Rotary Positive Dis- 
placement Meters. For years they 
have been giving day and night serv- 
ice at every step of the measurement 
of petroleum products. Illustrated — 
T-15 Truck Meter. 


January 26, 1949 


Just like the nationwide service on Smith Meters! 


First, you want a dispensing unit that requires minimum attention. Second, 
you want to know that when long service does make mechanical attention 
necessary you will get it immediately. Parts and service for SMITHway gasoline 
pumps are available in each of the 48 states through key Smith representatives 
and numerous agents working under them. Add to this widespread distribution 
organization the inherent efficiency of these pumps plus the economical 
SMITHway Unit Replacement Plan and you can be assured that they'll be on 
the job for you 24 hours every day. 


NOTE TO OWNERS OF NEPTUNE GASOLINE PUMPS — Smith Meter Company recently purchased 
the gasoline dispensing pump business of the Neptune Meter Company. Smith representatives 
now supply service, parts and replacement units previously furnished by Neptune. 


SMITH METER COMPANY 


SUBSIDIARY OF A. O. SMITH CORPORATION 


FACTORY—5743 SMITHWAY, LOS ANGELES 22, CALIF. 
Sales Offices: NEW YORK, CHICAGO, HOUSTON, LOS ANGELES. 
In Canada: TORONTO, VANCOUVER. International Division, 
MILWAUKEE 1, WISC. Local Agents in All Principal Cities. 
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Equipment 





INDIANA 





GASOLINE EQUIPMENT MFG. CO. 


1010 - 20 E. Michigan St. 
Indianapolis, Indi 





Distributors for 
Buckeye Valves & Fittings 
National Hose 
Gemco Tanks & Porto Pumps 








Everything in Bulk Plant 
and 
Service Station Equipment 


INDIANA OIL EQUIPMENT CO. 


417 Madison Ave., 
Indianapolis 4, Indiana 








OIL APPLIANCES CO. 


145-149 W. 16th St. 
Indianapolis 2, Ind. 


Complete Bulk Plant & 
Service Station Equipment 
Engineering & Installation 








Service Station 
and 
Bulk Plant Equipment 
COHAGAN & COFFIELD, INC. 


801 Prairie Ave., Box No. 42 
South Bend, Ind. 


Bulk Plant Constr. Rep. Serv. 











LOUISIANA 





SERVICE EQUIPMENT CO. 
Houston W. Martin Owner 
Petroleum Equipment 

Headquarters Since 1915 

726-28 Girod Street, New Orleans, La. 

34 Years of Dependable Service 











MAINE 





In MAINE it's 
gould equipment co. 


Box 1611—Portland, Maine 
20 years of equipment service to the 
oil man—bulk plant—service station— 
truck tank 
ralph gould 


al gerry don kelley 











MASSACHUSETTS 





MOORE AND KLING, INC. 


221 High St. Boston, Mass. 
Complete Oil Equipment 
for the past Twenty-Eight years 
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sition for raising the vehicle when 
the wheel rolls onto the jack wheel 
dolly; and jack wheel dolly which 
carries full weight of tire and wheel. 
Dolly has heavy rollers and is mounted 
on a track which is integral part of 
the jack. All jacks have extensions 
for both over and under axle spring 
suspensions. Jack is made in five 
sizes ranging from 1% to 12 tons, 
and heaviest of line is said to be light 
enough to be handled conveniently 
by one man. New jack does away 
with practice of operator getting un- 
derneath the vehicle. Cleveland Pneu- 
matic Tool Co. 


11—Oil Slick Removal 


Manufacturer’s brochure tells of oil 
slick submersion method which is 
said to have been used by the U. S. 
Navy for two years and which is 
now available for civilian use. Car- 
bon-coated, finely-divided sand is 
sprayed over oil slick to form a “‘blot- 
ter blanket” which is then sunk by 
breaking surface tension with a water 
hose spray. Manufacturer guarantees 
permanency of sinking, claiming that 
laboratory specimen has been sunk 
for more than two years and occa- 
sional violent agitations have failed 
to break bond between carbon sand 
and oil. Carbosand Corp. 


12—Explosion-Proof Floor Machine 


New explosion-proof floor machine 
for automatic scrubbing, cleaning and 
polishing of hazardous area is said 
to be designed specifically for floor 
maintenance in petroleum and other 
installations where a spark might set 
off an explosion of fumes or dust. 














Features of machine, which has ap- 
proval of Underwriters Laboratories, 
include: General Electric motor, flex- 
ible coupling and totally enclosed safe- 
ty switch. Dual AC 110 or 220-volt 
capacitor induction-type motor is 4s 
h.p. for the 14-inch machine and % 
h.p. for 16-inch machine. Slip hazards 
are also said to be protected against 
with new machine. Multi-Clean Prod- 
ucts, Inc. 


13—Air-Actuated Hose Reel 





Clutch feature of new air-actuated 
hose reel for tire inflation, chassis 
lubrication, gear lube and water serv- 
ice retracts the hose from any point 
and permits operator to unwind hose 
without effert from any point, ac- 
cording to manufacturer. Clutch re- 
portedly eliminates spring tension, 
ratchets and complicated controls 
that create back pull, tugging at hose 
or unnecessary walking back and 
forth to operate the reel. Available 
are single reels or batteries of 3, 4, 
or 5 reels for ceiling, wall or floor- 
mounting. Reels are finished in white 
baked enamel and provided with shut- 
off valve inside the cabinet. Remov- 
able back panel on batteries permits 
easy installation of unit, maker says. 
U. S. Air Compressor Co. 


14—Lubrication Pump 


New ‘‘Jet-Power” lightweight pump 
reportedly dispenses from 16 to 31 
ounces of lubricant per minute, de- 
pending on lubricant, at 150 lbs. air 
pressure, 70° F, and is also said to 
deliver grease at below zero tempera- 
tures. Pump ratio is 45 to 1. Light 
weight, of less than 15 lIbs., results 
from aluminum alloy castings in 
pump housing, small intake tube, and 
use of lighter materials throughout. 
Low maintenance costs are claimed 
because of following factors: only 60 
parts; assembly in 12 minutes and 
disassembly in 9 minutes; all rod 
packings contained in separate unit 
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in bottom of pump housing; packings 
so designed as to make incorrect as- 
sembly impossible; no piston or cyl- 
inder parts to replace; and only six 
screws to remove air valve for serv- 
ice. Balcrank, Inc. 


15—Oil Level Indicator 





“Oil-Dicator” is a new inside-the- 
car oil level indicator that flashes an 
amber signal on the dashboard when 
oil level drops one quart and a red 
signal when level drops two quarts. 
Installation is said to be easily ac- 
complished at service stations. Sig- 
nal light is tightened with locking 
collar at 4” hole drilled in dashboard. 
Similar hole is drilled in firewall and 
4,” cable is run from light to bottom 
of crankcase. Oil crankcase drain 
plug is replaced with recording plug, 
and cable is plugged in. Maker says 
models are available for all makes 
of automobiles. Use of corrosion and 
rust-proof unit eliminates inaccurate 
dip stick reading and keeps motor- 
ists more interested in correct oil 
levels, according to manufacturer. 
Parkwood Manufacturing Co. 


16—Windshield Sprayer 


“Air-Jet Sprayer’ for cleaning 
windshields can be charged for 120 
to 130 applications at pressure of 
90 to 100 lbs., which is obtained by 
attaching an airline to the sprayer 


ate ot ih 
GLASS CLEANER 


Ges Concent 


for several seconds, manufacturer 
claims. Atomizing valve is of nickel- 
plated brass and cylinder is of tin- 
coated steel. Special mounting brack- 
ets are available. Valve is cleaned by 
forcing air from air-hose through 
spray nozzle. Cleaner fluid is market- 
ed in 16-0z. bottles, each of which are 
diluted to make one gallon of de- 
tergent. Cleaner is labeled as non- 
injurious to car finishes. Meteor Man- 
ufacturing Corp. 





LUBE Ol 







ORONITE 


Equipment 





17—Battery Master 


Device to expand on ammeter read- 
ings indicates by a small light mount- 
ed on dashboard faulty battery con- 
dition due to: low level of water in 
battery; and battery voltage of less 
than proper full charge, manufac- 
turer claims. Pilot light, in above in- 
stances, remains on only until motor 
is run a sufficient time to bring bat- 
tery up to proper full charge. Con- 


A New Name in 


2DITIVES 


COMPANY | 


Oronite announces t 
compounding of lubric 
complete balanced additi 







of chemicals for the 
. These are available as 
ady for blending into suit- 


able base stocks and as components for specific purposes. 
The outstanding performance of Oronite additives in 
today’s special lubricants is your insurance of high quality 


and dependability. 


Oronite is prepared to make special chemicals for 
addition to lubricating oils and for other uses on a cus- 
tom basis. Inquiries are solicited. 


ORONITE CHEMICAL COMPANY 


38 Sansome St., San Francisco 4, California + 30 Rockefeller Plaza, New York 20,N.Y. 
Standard Oil Bldg., Los Angeles 15, California + 600 So. Michigan Ave., Chicago 5, Illinois 
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BUTLER | 


HAVE THESE | 


EACH ONE Means MONEY SAVED on Greater 


Strength...Better Performance...Longer Life 








—_. 
Tr ‘. _ a 
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Many exclusive construction features are 
built into Butler Truck Tanks to make 
your transportation dollars go further. 
They are long-run, economy features, 
designed to keep Butler tanks at top oper- 
ating efficiency for extra years of low- 
cost service. 


Butler Truck Tanks are available in many 


BUTLER®,BUILT 


sizes and capacities to meet your particu- 
lar requirements. Compare their construc- 
tion, overall performance and distinctive 
beauty with that of any other tank. You'll 
see why Butler Truck Tanks are first choice 
among experienced operators for econom- 
ical local delivery service and over-the- 
highway transportation. Mail coupon today 
for detailed information. 





Reg U S Pat Off 


TRUCK 





TANKS 
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TRUCK TANKS 


FEATURES* 


- MMY 


COMPLETE WELDED UNIT—Shell seams are 
expertly welded by experienced craftsmen to 


DIE-FORMED PARTS — Die-formed, flanged, 
double-bulkheads internally welded to tank shell 


= shell maximum strength, and ae re- 
uce possibility of leaks. Watertight flashin 
and rear bucket box integrally welded to shell. 


LEAK-PROOF FILL COVER AND DOME 
ASSEMBLY-Self-closing fill cover, made of 
lightweight aluminum; original design, simple 
and trouble-free operation. Provides (1) adjust- 
able gasket pressure feature; (2) adequate com- 


for smooth skin appearance and dished for max- 
imum strength. Other parts die-formed for 
closer, better fit, longer service life. 





MOUNTING - Lightweight longitudinal steel sill, 
adequately cross braced, eliminates use of cross 
bolsters. Cross braces, rigidly connected to longi- 
tudinal sill with channel type gussets. U-bolts 
and clamp bars rigidly tie tank to truck chassis. 











bination pressure and vacuum vents; (3) gage 
marker. 


BUTLER MANUFACTURING COMPANY 


KANSAS CITY, MO. * GALESBURG, ILL. . RICHMOND, CALIF. ° MINNEAPOLIS, MINN. 

















a ee 
Send All Inquiries To: 7454 E. 13th Street, Kansas City 3, Mo. i 
954 6th Ave., S.E., Minneapolis 14, Minn. 5 

Dept. S P.O. Box 1072, Richmond, Calif. ' 

Send complete NAME _._ eee = oe ; 
Information on ' 
Butler Truck Tanks ADDRESS. ; ee PS TE Ee by 
Gals. Capacity 5 

) Xo lL 5 


January 26, 1949 
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MICHIGAN 





R. B. RICHARDSON 


4720 Joy Road 
Globe Lifts—Scully Ventalarms 
Westinghouse Air Compressors 

Buckeye Safety Fill Nozzles 
Neptune Meters 


Detroit 4, Mich. 











R. V. SEAMAN COMPANY 
Saginaw — Detroit — Grand Rapids 
Michigan 
Petroleum Equipment 
Since 1920 











MISSOURI 








— 





TRI-STATE EQUIPMENT CO. 
519 S.W. Blvd. 

Kansas City 8, Mo. 
Petroleum Dispensing 
Equipment 
The Quality Lines 








NEW JERSEY 





COMPUTING CLOCK WHEELS 
Refinished like new 
Exchanged or sold 
Prices reasonable 


SERVICE SPECIALTIES INC. 


205-15th St. Jersey City 2, N. J. 











GASOLINE PUMPS 


Reconditioned and 
Guaranteed 


Repair Parts for all Pumps 
Valves Oil Pumps 


TEN HOEVE BROTHERS 
658 Market St., 
Paterson 3, N. J 








NEW YORK 








GENERAL OIL EQUIPMENT CO. 
100 Rhode Island St., Buffalo 13, N. Y. 
Brodie Meters — Yale & Towne 
Pumps — National Hose 
O.P.W. Fittings 


We Clean Storage Tanks 
Li. 7021 Li. 7022 
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tinuous light shows: serious fault in 
battery (shorted plates, leaky cells, 
etc.); faulty voltage regulator opera- 
tion; faulty generator; or faults in 
wiring. Maker says installation is 
relatively simple; that variations in 
standard design are available for ve- 
hicles other than automobiles; and 
that unit is easily transferrable from 
one car or battery to another. Elec- 
trical Indicator Co. 


18—Exhaust System 





“Car-Mon” permanent carbon mon- 
oxide exhaust system for service sta- 
tions and garages consists of any 
number of floor receptacles that are 
connected to a duct below the floor 
level. Duct system terminates at an 
exhaust fan which draws carbon mon- 
oxide from cars in running condition 
in the building. Each floor receptacle 
contains car adapter with flexible 
tubing which attaches to car exhaust 
pipe. Adapter is slotted so that ex- 
haust analyzing equipment can be 
used while ‘“‘Car-Mon” system is op- 
erating. System slides into floor re- 
ceptacle when not in use. Hinged 
cover of floor receptacle is opened 
with flick-of-the-finger, it is said. 
Car-Mon Products Co. 


19—Industrial Way Lubricant 


New lubricant, called ‘‘Way Lubri- 
cant D,” is designed for use on all 
kinds of industrial ways—hardened 
steel, chilled cast iron or new lamin- 
ates, and is reputed to eliminate chat- 
tering and jumping effects that occur 
at the beginning of the tool stroke. 
Maker gives this description: com- 
pounded with special additives; will 
not squeeze out or press out when 
machine is either in motion or stand- 
ing still; non-corrosive to steel and 
copper and will not plug filters; pos- 
sesses low static and running coef- 
ficients of friction and the required 
tackiness. The Texas Co. 


NEW YORK cont'd 





RENICK & MAHONEY, INC. 


114 Liberty Street 
New York, N. Y. 


Bulk Plant—Truck Tank 
and 
Service Station Equipment 











J. H. CROSIER 


33 University Ave. 
Rochester 5, N. Y. 
Tel. BAker 823 


Bulk Plant Handling Equipment 
Tanks—Pumps—Fittings—Hose 


Bulk Plant Layouts & Engineering 








NORTH CAROLINA 





TANK SPECIALISTS 


any size—any type—any quantity 


CARLYLE SALES CORP. 


Charlotte, N. C. 


Thermo Anti-Freeze 


Available in Stock for 
Immediate Delivery 


CONTAINERS OF ALL TYPES 


Fuel Oil—Gasoline—Etc. 


WRITE—PHONE—WIRE 


PO box 2730 Phone 3-4191 








AIR COMPRESSOR HEADQUARTERS 


COLLSON-MURRAY CO. 


1719 W. Lee St. Phone 2-4056 
Greensboro, N. C. 


Par Compressors—Bennett Pumps 
Joyce Lifts—Milwaukee Valves 








R. W. McCOLLUM 


1202 S. Elm St. Greensboro, N. C. 
Oil Handling Equipment 
Storage Tanks—Truck Tanks 
and 
Transport Trailers 











CAROLINA OIL EQUIPMENT CO. 


Phone 3-2361 P. O. Box 1993 
Raleigh, Cc 


NATIONAL PUMPS 
NEPTUNE METERS 
NATIONAL HOSE 


All types Valves and Fittings 








OHIO 








L. 0. HALVERSTADT 


1501 Payne Ave 
Cleveland, Ohio 


Davisbilt Truck & Trailer Tanks 
Granco Truck & Bulk Plant 
Pumps & Meters 
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OHIO cont'd 





THE WEBB-ENSTON CO. 


Automotive & Industrial Equip. 


1126 St. Clair Ave., Cleveland 14, Ohio 
Ph. Main 7151 


Sales & Service 
ARO-BLACK-CHAMPION-FOX 











OKLAHOMA 





KELLEHER EQUIPMENT CO. 


1717 E. Ist St., Ph. 2-2889 
Tulsa 4, Okla. 


Tokheim-Curtiss-Lincoln-Wheaton 
Buckeye-Granco-Gates-Armco 
Sales Service & Parts 








PENNSYLVANIA 








NEPTUNE METER CO. PRODUCTS 


Marlow Centrifugal & Granco Rotary Pumps 
Truck Tanks—Hose—Reels—Storage Tanks 


Industrial Meter Specialists 
Gasoline & Oil Equipment 


H. W. BUZZARD COMPANY 


Conshohocken, Penna. 








E. 0. HABHEGGER CO. 


Fairmount Ave., at 24th St. 
PHILADELPHIA, 30 


Equipment for 
The Petroleum Industry 


BULK PLANTS 
TRUCKS—SERVICE STATIONS 











RUTLEDGE EQUIPMENT CO. 
334 Blvd. of Allies Pittsburgh, Pa. 
Rutledge Service Station Flood Lights 
G&B Equipment—Buckeye Valves & 
Fittings 
Granco Pumps & Meters—Air 
Compressors 








West. Penn. Oil Equipment Co. 


512 Sandusky St. Cedar 8822 
Pittsburgh 12, Pa. 


Bulk & Service Station Equip. 
Erie Computing Pumps 
Pittsburgh Equitable Meters 
Yale & Towne Pumps 











PENNINGTON EQUIP. SALES CO. INC. 
442 Tinsman Ave. Williamsport 39, Pa. 
Wayne Pump Company Products 
Marlow Centrifugal & Blackmer Rotary 
Pumps — Truck Tanks — Hose — Reels— 
Storage Tanks — Pittsburgh Equitable 
Meters — Gasoline & Oil Equipment 
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20—Vapor-Proof Switch 


New vapor-proof push-pull switch 
is designated as being particularly 
adapted to use on tank trucks carry- 
ing gasoline, fuel oil, alcohol and 
other inflammable or explosive liquids. 
Body of the switch is sealed to pre- 
vent vapors from entering the switch 
chamber and being ignited by the 
switch is 


spark formed when the 
Cole-Hersee Co. 


thrown. 





NEW LITERATURE 


21—Industrial Lifts 


First issue of a new external com- 
pany magazine, “Lifts,” has circula- 
tion of 50,000 through U. S. and for- 
eign dealers of industrial truck and 
tractor equipment manufacturer. 
Illustrated, colored, 36-page publica- 
tion, in addition to articles and de- 
partments relating to material han- 
dling, also contains general interest 
material and cartoons. Lead article, 
“Industry's 8 Ball,” offers efficient 
materials handling as means of re- 
ducing operating costs. Also includ- 
ed is a story on company history. 
Hyster Co. 


22—Case Histories 


Current issue of “Material Han- 
dling News” published quarterly by 
manufacturer’s industrial truck di- 
vision presents detailed analyses of 
modern mechanized handling meth- 
ods with fork truck installations. 
Twenty-four page bulletin also em- 
ploys illustrations to describe actual 
operations and benefits derived from 
them, manufacturer points out. Pub- 
lication is known as “case history”’ 
issue. Clark Equipment Co. 


23—Railroad Tariffs 


Sixty-two page “Memorandum of 
Increased Rates and Charges” fea- 
tures a full United States map show- 
ing boundary lines of various in- 
crease territories. In addition, this 
stiff, paper-bound publication con- 
tains: Alphabetical list of points 
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TENNESSEE 





Computors and Meters Rebuilt 


CARL E. HUDSON 


903 Gilmore Ave., Nashville 4, Tenn. 
Service Station Equipment 


Gas Pump Computor Wheels 
Refinished Like New 
Write for Complete Informatien 








UTAH 





GASBOY PUMPS 


The Oilman’s choice for 
consumer accounts 


THE LANG COMPANY 


P. O. BOX 479 





SALT LAKE CITY 9, UTAH 








WEST VIRGINIA 








SMITH METERS 
H. H. TRUITT 


1403 8th Ave. 
Huntington 1, W. Va. 


Westinghouse Air Compressors 
Service Station or Bulk Plant Equip. 











New Third Edition... . 
the technology of oil 





field dovelepment— 





@ fundamentals 
@ problems 
@ methods 


@ equipment 


4 


Just published! 


Petroleum Production Engineering 


OIL FIELD 
DEVELOPMENT 


By LESTER CHARLES UREN 
Professor of Petroleum Engineering, 
University of California 
750 pages, 5% x 8%, 383 illustrations, $7. 


This most detailed treatise includes such 
developments as: 


@ drilling wells to greater depths than ever 
before, and at lower unit cost 

@ new and more efficient types of 
equipment 

@ new methods of installing and cementing cas- 
ing in wells 

@ new techniques of logging, testing and com- 
pleting wells 

@ broadened application of engineering to oil 
field development 


drilling 


Mail your order to: 


NATIONAL PETROLEUM NEWS 
1213 West Third Street, Cleveland 13, Obie 
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showing increase group basis; chart 
showing increases between various 
increase groups; alphabetical list of 
commodities accorded specific or 
- maximum increases in master tariffs; 
and increase tables for application to 
rates on commodities accorded spe- 
cific or maximum increases. Union 
Pacific Railroad. 


24—Drum Painting 


Manufacturer of spray painting 
guns and equipment is distributing a 
new four-page folder illustrating and 
describing the following models: (a) 
3asic drum rotating unit that incor- 
porates a rotating cradle to eject the 
drum at completion of spray paint- 
ing operation; (b) semi-automatic 
drum painter that paints and stripes 
up to 450 drums per hour; and (c) 
automatic chime painter that paints 
chimes in a vertical position. Eclipse 
Air Brush Co. 


25—Farm Markets 


Potential business for oil compan- 
ies that exists on America’s farms is 
pointed up in “Farm Facts and Fig- 
ures,” which has been reprinted from 
the publication “Implement and Trac- 
tor.” Forty-eight page bulletin gives 
county by county breakdown of trac- 
tors, passenger cars and motor trucks 
as well as other pertinent farm sta- 
tistics. It is designed to help in 
framing sales quotas for bulk plants, 
commission agents and tank truck 
salesmen located in farm areas. 
Chek-Chart Corp. 


26—Tank Truck Pump Drive 


Manufacturer’s new bulletin show- 
ing “ideal flexible shaft tank pump 
drive installations can save _ tank 
truck operators many pump drive in- 
stallation, operation and maintenance 
headaches and often many dollars.” 
3ulletin 483 gives such information 
as: How to mount shaft for any 
pump location; how to determine 
shaft capacity; how to measure for 
shaft length; and how to lay out new 
or conversion jobs. Both tank trucks 
and tractor semi-trailers are covered, 
company reports. Stow Manufactur- 
ing Co. 


Cooling Systems 


Cooling System Maintenance Sub- 
committee of the Society of Automo- 
tive Engineers has revised and is now 
selling a simplified manual, ‘‘Main- 
tenance of Automotive Engine Cool- 
ing Systems.” Manual describes de- 
sign, construction, function and op- 
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eration of the cooling system and 
also details physical and chemical 
properties of water and antifreeze so- 
lutions and their influence on cooling 
system operation and maintenance. 
Manual also outlines and stresses a 
preventive maintenance system 
(rather than corrective services) in 
holding cooling system trouble to a 
minimum. Orders for manual should 
go direct to society headquarters at 
29 West 39th Street, New York 18, 
N. Y. Price is $1 for SAE members 
and $2 for non-members, with quan- 
tity prices available on request. 


Braswell Adds Floor Space 
And Expanded Servicing 


WILSON, N. C.—Following the re- 
cent addition of 3,000 sq. ft. of floor 
space to his service shop to accom- 
modate increased repair and rebuild- 
ing facilities, Paul Braswell, owner of 
Braswell Equipment Co., now offers 
complete rebuilding service on every 
item sold by the company—‘a re- 
building job equal to the original 
manufacturing work.” 

Services offered include: installa- 
tion of truck pumps and metering 
equipment; reconditioning of Veedor 
Root computers at the rate of 25 
a day; vats for paint removal and 
metal bonderizing; hose cutting and 
coupling; testing of repaired equip- 
ment under operating conditions; and 
periodic checks following return of 
equipment to customer. 

Mr. Braswell’s training in service 
work began at the age of 14 under 
the supervision of a southern hydrau- 
lic engineer. His work in hydraulics, 
pertaining especially to the oil indus- 
try, has been continued to date. He 
took on sales of the Tokheim line 
in 1934 and has since added Yale 
and Towne pumps, Smith meters, 
Reco tanks, Columbian truck and 
trailer tanks, and products of Buck- 
eye Iron & Brass Works, B. F. Good- 
rich, Revere Electric Manufacturing, 
U. S. Air Compressor, as well as 
smaller allied lines. 


Builds Stock Department 


SALEM, Mass.-New stock de- 
partment is being constructed by 
Eastern Tank & Equipment Mfg. Co., 
Inc., to permit direct or over-the- 
counter sales to customers, according 
to Albert C. Day, president and 
treasurer. 

Company, in addition to manufac- 
turing and selling tanks for the oil 
industry, also offers sales, service 
and maintenance on Bowser and 
Roper pumps, Master duplicators, 
Detroit-Harvester power takeoffs 
and Wilco tank trucks. Sixteen men 


are employed in the service depart- 
ment. 

James Santry is company secre 
tary, and Harold Pauk is vice presi- 
dent. 


More Business in 1949 
Forecast by Habhegger 


PHILADELPHIA — An improved 
business year during 1949 has been 
forecast by an equipment jobber here, 
E. O. Habhegger of E. O. Habhegger 
Co., in business since 1927. 


Mr. Habhegger states, “ I am im- 
pressed with the recent marked im- 
provement in oil company market- 
ing divisions’ interest in equipment. 
In the past 15 months we, compara- 
tively, experienced a virtual depres- 
sion in that phase of our business 
which depends upon marketing de- 
partments. Our business with the 
production, warehousing and trans- 
portation departments, ‘however, 
showed material improvement. We 
look into 1949 with far more optimism 
than that with which we approached 
1948.” 

E. O. Habhegger handles the lines 
of: Ralph N. Brodie, Buckeye Iron & 
Brass Works, Electric Hose & Rub- 
ber, Erie Meter Systems, Clifford B. 
Hannay & Son, Marlow Pumps, OPW 
Corp., Rockwell Manufacturing, Ro- 
mort Manufacturing, Supreme Equip- 
ment, U. S. Air Compressor, Warner 
Lewis, Yale & Towne Mfg. and 
Youngstown Steel Car. 


New Building Being Built 
To House O’Day Subsidiary 


FARGO, N. D.—O’Day Equipment, 
Inc., has just laid the foundation for 
a new 7,000 sq. ft. building to house 
a subsidiary company, O’Day-Rott 
Supply Co., TBA wholesaler in North 
Dakota, as well as in parts of Minne- 
sota, Montana and South Dakota. 
O’Day Equipment, which plans to 
remodel its office building this year, 
completed a new 40 by 160-ft ware- 
house in 1947. 

O’Day Equipment uses two service 
shops and 14 men in carrying out its 
policy of emphasizing service on 
every item sold. One shop overhauls 
small equipment such as computing 
pumps and air compressors, whereas 
the other installs power takeoff 
pumps, meters, truck tanks etc. Six 
service trucks join company salesmen 
in covering all of North Dakota, most 
of South Dakota, eastern Montana 
and western Minnesota. Company 
issues a 100-page oil equipment cata- 
log. 

Officers include: L. J. O’Day, presi- 
dent; J. H. O’Day, vice president; 
A. C. Olsen, general manager; and 
H. G. Schmallen, secretary-treasurer. 
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"COMPLETE 
SERVICE STATION LINE 


Up...and at em! 


No. 660 


Foot Valve Extractor 
Installation 


A few turns of the wrench bring foot 
valves and angle check valves up to the 
surface . . . where you can easily get 
at ’em. Thus, Buckeye Extractors speed 
and simplify suction line maintenance. 

’ Use of the manhole and extractor pipe 
cap with these installations makes it un- 
necessary to cut pipe to exact length and 








——_—DAYTON—_—_ 


Valves and Fittings for 
Service Stations, Bulk Plants 


—_ 


No. 825 
Angle Check Valve 
Extractor Installation 


allows for tank settling without strain 
on pipe connections. No, 825 can be 
furnished with or without strainer. 
These extractor installations are just 
further examples of Buckeye efforts to 
simplify and improve processes of fuel 
handling. Every item in the Buckeye 
Line is developed with this idea in mind. 


NAME____ 


ADDRESS 


| 
| 
| 


and Tank Trucks - 
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ANGLE CHECK VALVES 





BUCKEYE IRON & BRASS WORKS, Dept. N. 
P. O. Box 883, Dayton 1, Ohio 


Please send details on the Buckeye complete line, 


rp — MAIL COUPON FOR COMPLETE DETAILS —— 


























There is no better lubricant than Inlucite 21 for 
use in wheel bearings, water pumps, universal joints, 
shackles, and all types of friction and non-friction 
bearings. It pumps readily at extremely low tem- 
peratures. With only one grease to use, the servi- 
cing of cars, trucks, motor coaches, and farm mo- 
chinery is tremendously simplified . . . there can be 
no mistake, no wrong lubricant. And exhaustive 
field tests prove that the protective qualities of 
Inlucite 21 are superior to each specialized grease 


it replaces. 


Inlucite 21 is made under our exclusive 
patented process. 


INTERNATIONAL LUBRICANT CORPORATION 


New Orleans, Louisiana 


Manufacturers of Quality Lubricants 
AVIATION - INDUSTRIAL - AUTOMOTIVE - MARINE 


With Research Comes Quality— 
—With Quality Comes Leadership 
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NEWS ABOUT MANUFACTURERS 


Southwestern Porcelain Steel Corp., 
recently organized in Tulsa, Okla., to 
produce porcelain steel signs for the 
oil industry, is now in full production. 
Although entire facilities of 10,000- 
sq. ft. plant are now devoted entire- 
ly for production of signs, plans are 
under way to handle the porcelain 
enameling of steel parts for service 
stations and other service station 
equipment. 

President J. P. Wilhelm was for 
many years vice president of Moore 
Enameling & Manufacturing Co., 
West Lafayette, Ohio. Vice presi- 
dent in charge of production of new 
firm is Gordon Lasiter, former presi- 
dent of Columbus Metal Corp., Colum- 
bus, Ohio. E. C. Lasiter, former 
secretary-treasurer of Columbus 
Metal, is Southwestern Porcelain 
secretary. Sales manager is John S. 
Lauder, long-known in the oil com- 
pany sign business in the Southwest. 


* * * 


Gray Co., Inc., Minneapolis, played 
host at a buffet luncheon in its 
Chicago office and display room for 
delegates to the Oil Industry TBA 
sroup meeting at Hotel Stevens last 
month. TBA men were entertained 
in Grayco’s model lubritorium where 
hydraulic lifts and other related ser- 
vice equipment are on exhibit—each 
functionally installed and operative. 
srayco has similar facilities at dis- 
trict offices in New York, Philadel- 
phia, Pittsburgh, Detroit and San 
Francisco. 


* * * 


Rheem Manufacturing Co.’s tenth 
foreign plant is scheduled to begin 
production at Buenos Aires, Argen- 
tina by March, 1949, of steel shipping 
containers for the petroleum, vege- 
table oils and fats industries of 
Argentina. A complete pail line, 
with lithographing equipment, will be 
installed later. Company also ex- 
pects to be manufacturing tanks be- 
fore the end of 1949. In addition to 
nine U. S. plants, Rheem has five 
plants in Australia and one each in 
Holland, Malaya, Canada and Brazil. 


* * * 


Lubricating oil additives are now 
being manufactured and sold by 
Oronite Chemical Co., subsidiary of 
Standard Oil Co. of California. 
Additives are available as finished 
concentrates for blending with base 
stocks to produce Diesel and motor 
lubricants, and also are offered as 
individual chemical compounds for 
use as lubricating oil detergents, an- 
tioxidants, corrosion inhibitors, etc. 


* * x 


Feb. 2 marks the 40th anniversary 
at Oakite Products, Inc., manufac- 
turer of specialized cleaning and 
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allied materials. Oakite started off 
in 1909 with one chemical cleaning 
material and now produces more 
than 80 compounds, applications of 
which are serviced by 180 technical 
field representatives. 


~ * ~ 


Standard - Knapp Corp., Portland, 
Conn., manufacturer of bottle and 
can packers, case gluers and sealers, 
labeling and other automatic pack- 
aging machines, has merged with 
Hartford-Empire Co. The former 
corporation is now known as Stan- 
dard-Knapp division, Hartford-Em- 
pire Co. Personnel remain as before. 


* * * 


President R. A. Stranahan was 
company host at the “Banquet of 
Champions” sponsored recently by 
Champion Spark Plug Co. for recog- 
nized leaders of 1948 in almost every 
field of amateur, and professional 
sport. Each athlete was presented 
with a 16-mm movie camera. 


* * * 


Sixty-three farmers from. eight 
states, grand award winners in Good- 
year Tire & Rubber Co.’s 1947-48 
Soil Conservation Awards program, 
were entertained last month at Good- 
year Farms and the Wigwam Guest 
Ranch, Litchfield Park, Ariz. Far- 
mers were from U. S. Department 
of Agriculture’s Region Three, repre- 
senting states of Illinois, Indiana, 
Iowa, Ohio, Minnesota, Missouri, 
Michigan and Wisconsin . Good- 
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year has renewed sponsorship of its 
Sunday series of biblical radio drama- 
tizations, “The Greatest Story Ever 
Told.” Program, whose Goodyear 
debut was in January, 1947, is now 
going out over 222 American Broad- 
casting System stations. 


~ * * 


Construction of a new Continental 
Can Co. plant will begin early this 
spring in West Mifflin Boro, about 
10 miles southeast of Pittsburgh. 
Contract for design and construction 
of a one-story steel frame building 
of about 700,000 sq. ft. has been let 
to Wigton-Abbott Corp. New plant 

59th of Continental’s in the U. S. 
will manufacture metal cans and 
crown caps. It will replace present 
facilities at other locations to some 
extent, but will also provide addition- 
al new facilities for meeting in- 
creased demand in the area for oil 
cans and containers for other indus- 
tries. 

* 7 * 


Autocar Co.’s dealer in Kanas City, 
Tom Mason Truck Co., is now occu- 
pying temporary quarters at 610 
Virginia St., pending completion of a 
new building in about five months. 


* * . 


Graduate research fellowship in 
chemical engineering has been estab- 
lished by Black, Sivalls and Bryson, 
Inc., Kansas City, at the University 
of Oklahoma. The grant, known as 
Black, Sivalls and Bryson Fellowship, 
is to sponsor fundamental research 
on the purification of natural gas 
mixtures. 


EQUIPMENT PERSONALS 





Mr. Geyer Mr. Franks 


Ben F. Geyer, who served as chair- 
man of the board and president of 
Wayne Pump Co. for several years, 
recently gave up the presidency but 
continues as board chairman. New 
Wayne Pump president is Charles E. 
Franks, former executive vice presi- 
dent and general manager. Mr. 
Geyer requested the change in man- 
agement in order to be relieved of 
the heaviest part of his duties before 
starting on a trip around the world 
which he and Mrs. Geyer had planned 
for many years. Mr. Geyer started 


as a clerk in the mail order sales 
department of S. F. Bowser & Co. 
in 1907 and has remained in the 
gasoline pump business for the last 
41 years. In 1912 he left Bowser to 
become advertising manager of 
Wayne Pump, where he became 
president in 1937 Mr. Franks 
joined Wayne Pump as foreign rep- 
resentative in 1923 and was sent to 
London that same year to organize 
the company’s British subsidiary, 
Wayne Tank & Pump Co., Ltd. He 
was managing director there until 
recalled to the U. S. in 1947 as ex- 
ecutive vice president and general 
manager of Wayne's plant in Fort 
Wayne, Ind. 


* * * 


Jack Lotze, manager of dealer de- 
velopment for Seiberling Rubber 
Co. has been named merchandising 
manager, and John H. Fogarty of 
the merchandising department has 
been promoted to advertising mana- 
ger. Mr. Lotze, who replaced H. W. 
Julian, recently named assistant 
sales manager, has been in the rub- 
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PITTSBURGH METERS 





ROTOCYCLE Fi PITTSBURGH 


LOADING RACK SERVICE STATION 
METER PUMP METER 


24 tours 4 Day Pittsburgh meters stand Pittsburgh meters are precision instruments that 


watch over petroleum 
distribution. They guard every penny of your profit 
from loading rack to tank truck—from tank truck 
to customer's storage. And because these fine 
meters plug wasteful leaks in petroleum handling 


they quickly pay for themselves out of savings. ary meters. 


For complete information on Pittsburgh 
meters write the nearest district office. 


PITTSBURGH EQUITABLE METER DIVISION 


Rockwell Manufacturing Company ° Pittsburgh 8, Pa. 
Atlanta Boston Chicago Kansas City Houston 


Los Angeles 
New York Pittsburgh San Francisco Seattle 


Tulsa 


tick off the gallons with the surety of time and as 
accurately asa fine clock. Too, petroleum marketers 
have learned to expect more from all types of 
Pittsburgh meters because they are engineered 
for operations far beyond the limitations of ordin- 
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ber field for more than 25 years. He 
joined Seiberling following army 
service in World War II. Mr. Fo- 
garty, who replaced E. B. Spoona- 
more, resigned, has been handling 
Seiberling’s dealer mechandising pro- 
gram. 


* * * 


John S. Coleman, president of 
Burroughs Adding Machine Co., was 
elected to the board of directors of 
Fruehauf Trailer Co. 


* * * 


J. T. Deane of California Oil Co.’s 
Oak Point, La., plant, has _ been 
elected president of Oronite Chemical 
Co. Both companies are subsidiaries 
of Standard Oil Co. of California. 
Mr. Deane was vice president of 
California Oil and manager in 
charge of manufacture of lubricating 
oil additives. 


* * - 


Personnel notes at B. F. Goodrich 
Co.: Glenn E. Martin, manager of re- 
tail advertising in the replacement- 
tire sales division’s sales promotion 
jepartment since 1941, was named 
manager of sales planning to handle 
the creation and organization of 
merchandising programs for the re- 
placement tire sales division. His 
successor as retail advertising mana- 
ger is Clifford E. Copp, formerly in 
the sales promotion department at 
the company’s main Akron, Ohio, of- 
fiee .. . Dr. W. L. Davidson, atomic 
energy physicist who has been with 
Goodrich since 1940, was made di- 
rector of the company’s physical re- 
search department. Co-author of a 
college textbook on nuclear physics, 
he has spent some time at the gov- 
ernment atomic energy project at 
Oak Ridge, Tenn ... Jay E. Miller, 
advertising and sales promotion man- 
ager, Associated Lines sales division, 
for the past 18 months, was elevated 
to the newly created post of western 
public relations manager with head- 
quarters at Los Angeles. 


* * x 


B. B. Lewis of Timken-Detroit Axle 
Co.’s sales department has taken on 
new duties as field sales representa- 
tive on the Reo, Divco, Duplex and 
ther accounts. He has been with 
the company since 1937. 


. + + 


Alexander W. Reid, factory field 
epresentative for several years with 
the Alemite division, Stewart-Warner 
sorp., Was made manager of a new 
factory branch at El Paso, Tex. New 
oranch —-formerly a _ distributorship 
for <Alemite lubrication products, 
Stewart-Warner instruments and au- 
tomotive heaters under operation of 
James Igoe—has been set up as a 
lexas corporation known as Alemite 
20. ef West Texas, Inc. Mr. Reid 
1ig90 now manages a sub-office at 
Amarillo, Tex. 


January 26, 1949 


Peter Guarner of Liberty Products 
Corp., parent company to Davisbilt 
Products Co., Cincinnati, was placed 
in charge of a new Davisbilt office at 
Farmingdale, Long Island, N. Y., to 
handle sales. of 
Davisbilt equi p- 
ment in the East. 
Davisbilt’s new 
factory represen- 
tative has spent a 
number of years 
with oil and with 
oil equipment man- 
ufacturing com- 
panies. All Davis- 
bilt manufacturing 


and engineering 
facilities will re- 
main at  Cincin- Mr. Guarner 


nati, according to 
E. H. Malden, executive vice presi- 
dent. 


* * * 


James J. Nelson has been elevated 
from sales representative with the 
National Bearing division, American 
Brake Shoe Co., to eastern sales 
manager of that division, with head- 
quarters at Meadville, Pa. 


~ * * 


A. C. Staley, Jr., has moved up 
from sales manager for metropolitan 
New York district, American Can Co., 
to assistant general manager of sales 
for the company to assist in direct 
supervision of all Canco sales in the 
U. S. and Canada. He was New York 
sales manager since June, 1947. 


* * * 


Following district managers have 
been named by Mack Trucks, Inc.: 
J. E. Donovan, San Francisco; J. W. 
Biggins, Louisville, Ky.; H. J. Fikejs, 
Kansas City; T. J. Colter, Milwaukee; 
A. P. Cowles, Springfield, Mass.; and 
R. J. McGivney, Worcester, Mass. 


W. D. Jacobus has joined the Cleve- 
land Pneumatic Tool Co. as _ sales 
manager of the automotive division. 
Active in the automotive service field 
for the past 25 years, he most recent- 
ly headed his own company, Pioneer 
Equipment Co., Chicago, and former- 
ly was sales manager of Claybourne 
Manufacturing Co., Chicago 


* = * 


Several personnel changes took 
place at OPW Corp., Cincinnati, Ohio, 
Jan. 1: Ned H. Heinzerling, assistant 
sales manager, joined Rockburn En- 
gineering Corp., New York, as sales 
engineer. Rockburn has taken over 
sales representation of OPW products 
in the Metropolitan New York area. 
Chick Meehan is sales manager at 
Rockburn. .. . 4 A. C. Swygard, direc- 
tor of sales for the past year, of 
OPW Corp., moved to Dallas, Tex., 
where he entered into partnership 
with Walter F. Vogel Associates, rep- 
resentatives for OPW valves and 
other nationally known lines in the 
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Southwest. H. F. Heinzerling 
again became vice president and di- 
rector of sales for OPW. He held 
that post before becoming vice presi- 
dent and general manager three 


years ago. 
* 7 * 


Floyd V. Snodgrass was promoted 
from assistant general manager of 
the Oakland, Calif., plant, Nordstrom 
Valve division, Rockwell Manufactur- 
ing Co., to plant general manager. 
He started with the company in 
1935 as a machinist in the Oakland 
plant. 


* * * 


Stanley L. Swinning, equipment 
jobber of Columbus, Ohio, since 1944, 
reports the addition of three new 
products to the lines he sells—Key- 
stone compressors, Clay & Bailey 
fittings and Richmond Oil Equipment 
pumps. In business with his son, 
Donald E. Swinning, as Stanley L. 
Swinning & Son, the senior Mr. Swin- 
ning handles service work along with 
two full-time employes, plus outside 
help when needed. Service is given 
not only throughout Ohio, but also 
in parts of Kentucky and Virginia. 

* * . 


A. L. Hawley, assistant works man- 
ager of Plomb Tool Co., was made 
works manager of the main factory 
in Los Angeles. 

* a * 

Ray Friel, Friel-Detroit Co., equip- 
ment jobber, now is offering instal- 
lation service for power take-offs, 
pumps, meters and other tank truck 
accessories. . . . New equipment in- 
stallation supervisor at Friel-Detroit 
is Frank Dorsey, who spent four 
years in the Army during World War 
II working mostly on centrifugal and 
rotary pumps. 


* * * 


R. L. deBrauwere was elected as- 
sistant vice president of Scovill Man- 
ufacturing Co. and continues as as- 
sistant secretary of Scovill and as 
secretary and director of Scovill’s 
A. Schrader’s Son Division. Mr. de- 
Brauwere, since joining Schrader’s in 
1915, has served as traffic manager, 
advertising manager, branch manager 
at Akron and general sales manager 
He has been assistant secretary at 
Scovill since 1934 


* * * 


George P. Edmonds, president of 
Wilmington Trust Co., Wilmington, 
Del., and former president of Bond 
Crown & Cork Co., wholly owned sub- 
sidiary of Continental Can Co., was 
named to the board of directors of 
Continental Can. A member of the 
Republican National Committee since 
1946 and a former Delaware state 
senator, Mr. Edmonds joined Bond 
Co. in 1926. He wag secretary for 
four years, before becoming president 
in 1934. He held that post until re- 
signing last December to head Wil- 
mington Trust 
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Pricing Systems—Which Ones Are Legal? 


Attorney Discusses Supreme Court Decisions and How They May Affect Pricing 
Methods; Writer Gives His Interpretation of What Systems May Still Be Legal 


In an effort to clarify some of the confusion created 
by Supreme Court decisions relating to the legality of 
various pricing systems used in the oil and other indus- 
tries, NATIONAL PETROLEUM NEWS presents a discussion 
of interpretations to be drawn from these court rulings. 
In this article, Rufus S. Day, Jr., of the Cleveland law 


By RUFUS S. DAY, JR. 


The decision by the United States 
Supreme Court in the Cement Insti- 
tute case, rendered April 26, 1948, 
has been widely interpreted as mak- 
ing it illegal for a company to use 
any pricing system other than one 
which results in a uniform net re- 
turn at the mill from all customers 

that is, a uniform F.O.B. mill pric- 
ing system. This interpretation has 
led industry to demand that Congress 
enact legislation permitting it to con- 
tinue using, under appropriate safe- 
guards, other pricing systems which 
have been in use for years. In sup- 
port of this demand industry has ar- 
gued that many forms of delivered 
price systems result naturally in 
keen price competition over broad 
markets, whereas a rigid system of 
F.O.B. mill pricing, carried to its 
logical conclusion, will result in a 
series of local monopolies in all indus- 
tries in which freight is an impor- 
tant factor. 


There is no question that the broad 
language of the Supreme Court’s 
opinion gives some support to the 
fear that all pricing systems other 
than uniform F.O.B. mill pricing, are 
out. Nor is there any doubt that the 
best solution of the problem would 
be for Congress to make a careful 
examination of the whole subject, and 
then to enact legislation rendering 
clearly legal those forms of delivered 
pricing which are found to promote 
rather than to destroy competition. 
However, in view of the growing un- 
certainty as to whether or not Con- 
gress will enact such legislation, it 
is pertinent to inquire how far the 
Supreme Court decision has actually 
gone, and what are the chances of 
any systems of delivered pricing be- 
ing held legal in absence of a new 
law. 


The statutes involved are the Fed- 
eral Trade Commission Act and the 
Robinson-Patman Amendment to the 


46 


Clayton Act. The FTC Act makes 
illegal ‘unfair methods of competi- 
tion.” So far as concerns the pres- 
ent question, this means any con- 
spiracy or concerted action by com- 
petitors to fix prices. The Robinson- 
Patman Act makes it unlawful to 
“discriminate in price between differ- 
ent purchasers” where the effect may 
be to lessen competition or create a 
monopoly, unless the discriminatory 
lower price was ‘“‘made in good faith 
to meet the equal low price of a com- 
petitor.” 


The application of these laws to 
delivered pricing systems has been 
before the Supreme Court in three 
recent cases—the Corn Products case, 
the Staley case, and the Cement In- 
stitute case—and before a federal cir- 
cuit court of appeals in a still more 
recent case—the Triangle Conduit 
case. 


Court Interpretations Cited 


The Corn Products case held that 
the Robinson-Patman Act was vio- 
lated by a rigid single basing point 
system, which inevitably involved 
both “phantom” freight—that is, 
charging the freight from the basing 
point, even though never incurred 
and ‘freight absorption’, and result- 
ed both in differing delivered prices 


to competing customers and in differ- 


ing mill net returns to the seller 
from such customers. 

The Staley case held that the pro- 
vision of the Robinson-Patman Act 
which legalizes a _ discriminatory 
price, if the same is made to meet 
an equally low price of a competitor, 
did not justify a company—merely 
because its competitors used an il- 
legal point basing system—in adopt- 
ing such system lock, stock and bar- 
rel. The court pointed out that the 
company in question, by adopting its 
competitors’ basing point system, 
met not only its competitors’ low 
price but all of its prices, including 


firm of McAfee, Grossman, Taplin, Hanning, Newcomer 
& Hazlett, reviews court decisions on pricing systems and 
discusses the possible effects of these decisions on pric- 
ing methods. He also gives his interpretation of what 
pricing systems may still be considered legal, particu- 
larly as regards the oil industry. 


those which were inflated by phantom 
freight. The court further concluded 
that the permission given by the law 
to meet an equally low price of a 
completitor permitted only the meet- 
ing of such prices in individual com- 
petitive situations, and not the in- 
discriminate adoption of a competi- 
tor’s entire illegal pricing system. 


Neither the Corn Products nor the 
Staley case involved the question of 
conspiracy or concert of action be- 
tween competitors to fix prices, since 
both were decided under the Robin- 
son-Patman Act, which relates only 
to discrimination by an _ individual 
seller, and in which concert of action 
among competitors is no element. 


The third case, the Cement Insti- 
tute case, involved both the FTC Act 
and the Robinson-Patman Act. The 
court held, with respect to the first 
issue, that the record showed clear 
concert of action between competi- 
tors to fix prices, and hence a viola- 
tion of the FTC Act. On the sec- 
ond issue, the court merely applied 
its decisions in the Corn Products and 
Staley cases to hold that a multiple 
basing point pricing system, involv- 
ing phantom freight and freight ab- 
sorption, was just as much price dis- 
crimination as the single basing point 
system, and further that no com- 
pany in the industry could justify 
the adoption of such a system mere- 
ly because other concerns in the in- 
dustry used it. 

The most recent case on the sub- 
ject is the Triangle Conduit case, de- 
cided by the Seventh Circuit Court of 
Appeals in June, 1948. The court there 
held that the FTC Act was violated 
where practically all the members 
of an industry, who had been guilty 
of price collusion in other respects, 
each individually quoted prices on a 
rigid double basing point system, in- 
volving both phantom freight and 
freight absorption, with the knowl- 
edge that all their competitors were 
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183 GALLONS RIDE FREE 











in place of 1255 Ibs. of deadweight 
saved by U-S°S COR-TEN construction 


F BUILT of carbon steel this truck 
| tank would weigh 8,500 Ibs. But by 
building it 2 gages lighter with U-S-S 
Cor-TEN its weight has been reduced 
to 7245 lbs. 

The more than half a ton of use- 
less deadweight thus trimmed off 
makes it possible to carry 183 gallons 

f payload at no extra cost. Figuring 
hauling cost low, at % cent per gal- 
lon, this means a saving of 91 cents 
in every trip the truck makes. Day 
ifter day, through the life of the 
truck these free-riding gallons pay a 
rowing profit in reduced operating 


osts. 
When you use U-S-S Cor-Ten 
to build) gasoline hauling units 


ghter, you get the biggest return 
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U-S*S COR-TEN 


from weight saving because you 
don’t have to pay an excessive pre- 
mium for weight reduction. It’s a 
fact. Today, Cor-Ten pound for 
pound costs so little more than plain 
steel, that leading truck tank build- 
ers report that they reduce weight 
with U-S-S Cor-TEn with very little 
or no increase In cost. 

Here’s something else to keep in 


mind. Cor-TEN construction does 
more than save costs by saving 
weight. Because U-S-S Cor-Ten 


AMERICAN STEEL & WIRE COMPANY, 


has 4 to 6 times greater resistance to 
atmospheric corrosion than plain 
steel, is 12 stronger and is tougher 
and more resistant to wear and fa- 
tigue Cor-Ten-built equipment 
stands up better—and you save on 
maintenance and repairs as well. 
Our engineers will gladly show 
you how service-tested Cor-TEN can 
be applied to your equipment — to 
cut weight, boost hauling capacity 
and reduce operating and upkeep 
costs. Write our nearest office. 


GENERAL OFFICES: CLEVELAND, OHIO 


CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 


COLUMBIA STEEL COMPANY, SAN FRANCISCO 


TENNESSEE COAL, 


- WATIONAL TUBE COMPANY, PITTSBURGH 


IRON & RAILROAD COMPANY, BIRMINGHAM 


UNITED STATES STEEL. SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


* US'S MAN-TEN 


U-S‘S HIGH STRENGTH STEELS 


* U*S*S ABRASION RESISTING * U*S*S MANGANESE-NICKEL-COPPER 
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Available 


NOW! 











UNDERGROUND 
and BASEMENT 


TANKS 


With the facts well in hand, Black, Sivalls 


& Bryson’s production engineers ‘‘out- 
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in quantities, all you want! 
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are top quality welded steel, fabricated by 
a manufacturer of more than 55 years’ ex- 
perience. Capacity 275 gallons. Fourteen- 
gauge black steel—approved by U. S. Under- 
writers’ Laboratories. Legs extra. Write or 
wire TODAY for prices and complete de- 
livery information. 


BLACK, SIVALLS & BRYSON 


INCORPORATED 
24th Floor. Power and Light Building 


KANSAS CITY 6, MISSOURI 


LON FOREIGN INQUIRIES IMVITED 
BLACK. SIVALLS & BRYSON, INC. 
Cerin 








KANSAS CITY, MO. OKLAHOMA CITY, OKLA. 


os 








48 


Pricing Systems 





using the same system, and with the 
conscious intent not to entice new 
customers from their competitors by 
lowering the price below the level 
arrived at by such system. 


The net result of the foregoing de- 
cisions is to render illegal both single 
and multiple basing point systems of 
pricing—at least where both phantom 
freight and freight absorption are in- 
volved—-when the effect of such sys- 
tem is to impair competition between 
either sellers or customers. Such a 
basing point system is equally illegal 
whether adopted by most of the 
members of an industry or only by 
a single concern, since the Robinson- 
Patman Act is not violated only by 
joint or concerted action, but by any 
price discrimination which impairs 
competition and is not specifically ex- 
cused by the act. The decisions fur- 
ther show that the FTC Act, which 
requires concerted action to establish 
a violation of this type, may be vio- 
lated by a conscious rigid adherence 
by all or most members of an indus- 
try to an illegal basing point sys- 
tem, without express agreement so 
to do, especially where the industry 
has a history of price collusion. 


What, if any, systems of delivered 
pricing are left legal by the decisi- 
ons? 


Two Systems Still Seen Legal 


While the rather vague language 
of the court’s opinions and the gen- 
eral economic predilections of some 
of the members of the court make 
any predictions precarious, it seems 
to this writer that at least two sys- 
tems of delivered prices are still 
probably legal, and that two other 
systems may be so held. 


The first pricing system which is 
still probably legal is uniform de- 
livered pricing pursued by individual 
sellers. There can be no violation 
of the Robinson-Patman Act unless 
there is a “discrimination in price” 
All the available evidence of the in- 
tent of Congress and all the usual 
standards of interpretation of lan- 
guage indicate that the word “price’”’ 
as used in law means the ultimate 
price paid by the buyer to the seller, 
whether this price be a factory price 
or a delivered price, and however it 
is made up. While the FTC has con- 
tended that the word “price” as used 
in the act means “F.O.B. factory 
price’, the Supreme Court has never 
held a uniform price discriminatory 
As a matter of fact in the Staley 
case which was decided the sam« 
day as the Corn Products case, and 
which was followed and reaffirmed 
in the Cement Institute case, the 
court stated: 


“It does not follow that... sellers 
. may not maintain a uniform de- 
livered price at all points of de- 
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livery, for in that event there is no 
discrimination in price.” 

While the commission has not 
clearly acquiesced in this view, it 
has recognized in its October 12, 
1948, statement on pricing practices, 
that price may mean the ultimate 
price charged by the seller to the 
buyer, however computed, and has 
said that, im any event, it will not at- 
tack individually established uniform 
delivered prices except where mo- 
nopolistic purposes are evidenced, or 
where competition between customers 
is injured in a substantial manner, 
both of which contingencies the Com- 
mission regards as improbable. 


Some Deviation Legal 


If, as above indicated, a uniform 
delivered price system is legal, it is 
also legal for an individual seller to 
deviate from the uniform price in 
individual areas in order to approach 
or to meet lower prices of competi- 
tors. This is made clear by the fact 
that the Robinson-Patman Act clear- 
ly permits a seller to justify a dis- 
criminatory price by showing that 
the “price was made in good faith to 
meet an equally low price of a com- 
petitor.” 

The oil industry has a considerable 
stake in the legality of a pricing 
pattern consisting of a uniform de- 
livered price with local reductions to 
meet price competition, since this 
pattern is often used in the retail 
gasoline end of the industry. 


Prices on a Market Basis 


The second system of delivered 
pricing, which this writer believes 
is probably legal under the decisions, 
is another pricing system which is 
widely applied in the retail gasoline 
business—the setting of prices on 
purely a market basis, with no direct 
relation whatever to cost. Under 
this pricing plan a company wish- 
ing to market in a given area mere- 
ly investigates competitive conditions 
in the area, and sets its prices at 
levels—either at the average level 
or a little higher or a little lower- 
which it believes it can maintain and 
stay competitive. In this method of 
pricing the cost of producing gaso- 
line—and it must be remembered 
that such “cost” is very difficult to 
ascertain under the net-back account- 
ing systems used in the oil industry 

has only a remote effect on price, 
since, whatever be its cost, a com- 
pany can charge only such prices 
is a highly competitive market is 
villing to pay. 

Under this system, local price in- 
reases and price decreases, made by 
ne competitor or another, are fre- 
uent, and such price changes some- 

mes do and sometimes do not re- 
ult in changes in the local price 
evel. Studies of the behavior of the 

asoline market over a _ period of 
ears, such as the article of Prof. 
earned, entitled ‘Pricing of Gaso- 
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line: A Case Study’, which was re- 
cently published in the NATIONAL PE- 
TROLEUM NEWS: (Nov. 10, 17, 24 and 
Dec. 1, 1948), give ample evidence 
that the system has not eliminated 
or impaired price competition. 

How do the court decisions, all of 
which involved pricing systems de- 
pending immediately on cost, bear 
on the legality under the statutes of 
this system of competitive pricing 
which has little relation to cost? 

The answer would seem to be that 
none of the decided cases cast much 
light on this question, since the at- 
tention of the court in each of the 
cases was focussed entirely on a pric- 
ing system based on cost. 


Approaching the matter as a new 
question, it should be emphasized 
that no law makes any specific re- 
quirement that prices be set on a 
cost basis rather than a market basis. 
It is characteristic of our economic 
system that in many highly com- 
petitive industries, prices are dic- 
tated by the general market level 
and the desire to obtain business, not 
by cost, and cost is merely a limit- 
ing factor which tends to prevent 
price reductions beyond a point at 
which it would become uneconomic 
to remain in business. 


Whether or not a pricing system 
based solely on market conditions is 
deemed to result in a technical “price 
discrimination” where a customer in 
one locality, because of a lower mar- 
ket level prevailing there, pays less 
than a competing customer in an- 
other locality, it would still seem 
that the law would not be violated. 
The reason is that a price discrimina- 
tion is illegal only “where the effect 
of such discrimination may be sub- 
stantially to lessen competition or 
tend to create a monopoly”, or “to 
injure, destroy or prevent competi- 
tion’, whereas the natural tendency 
of pricing on the market basis above 
described is to promote and further 
competition, not to lessen or destroy 
it. This is particularly clear in the 
gasoline business, where market pric- 
ing obviously increases competition 
among sellers and the local price dif- 
ferentials involved in this type of 
pricing almost never have any ma- 
terial effect on competition between 
customers. 


Furthermore, even if there were 
doubt on the above point, such a 
method of pricing should in most 
cases be held justified, under the 
provision of the act permitting a 
seller to charge a lower price to one 
customer than to another where the 
“lower price was made in good faith 
to meet an equally low price of a 
competitor.” It is true that the Su- 
preme Court held that this proviso 
would not permit one company to 
adopt a rigid basing point system 
in its entirety, but it does not neces- 
sarily follow that the court would 
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take the same view in a case which 
involved a policy of market level 
pricing without any of the unfair ar- 
tificialities inherent in a basing point 
system. 


On the whole the writer believes 
that the court would probably sus- 
tain such a pricing system, especially 
where the price background of the 
industry was one of competition and 
not of collusion. 


2 Other Systems May Be Legal 


Two other delivered pricing sys- 
tems which might possibly still be 
held legal, although the matter is 
doubtful, is a reasonable system of 
zone pricing, and a policy of F.O.B. 
factory pricing with systematic ab- 
sorption of the freight from com- 
petitor’s nearest plant. There is lan- 
guage in the Supreme Court opinions 
which casts some doubt on the legal- 
ity of these systems, especially the 
latter. 

However, as Mr. Justice Burton 
pointed out in his dissenting opinion 
in the Cement Institute case, the le- 
gality of a pricing system of an in- 
dividual seller involving systematic 
freight absorption, but no phantom 
freight, has not been expressly passed 
upon, and the court in both the 
Staley and Cement Institute cases 
has indicated that under some cir- 
cumstances, freight absorption is en- 
tirely proper. 


Furthermore, the commission in its 
October 13, 1948, statement has indi- 
cated that in the case of pricing sys- 
tems of these two types, just as in 
the case of the two probably legal 
types above mentioned, it intends to 
raise a question only where there is 
evidence of monopolistic intent or 
substantial danger of competition. 


The above discussion will indicate 
the writer’s opinion that even in the 
present state of the law, some sys- 
tems of delivered pricing in rather 
wide use in the oil industry are prob- 
ably legal, and that others may be 
legal. This probable legality should 
in no way detract from the great im- 
portance of obtaining congressional 
legislation to make the legality of 
these and other pricing systems clear. 
After all, there is no way of being 
certain as to the result that the Su- 
preme Court will reach in any case, 
and the civil liabilities involved in a 
possible violation of the Robinson- 
Patman Act are so great that a com- 
pany should reasonably hesitate to 
do anything which could possibly be 
held to be a violation. However, if 
the hoped for legislation fails to ma- 
terialize, it is perhaps worthwhile to 
realize that industry is not yet con- 
fined to a rigid F.O.B. mill pricing 
basis and that, while most single and 
multiple basing point systems are 
out, there are still some delivered 
price systems which may pass the 
judicial test of legality. 
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Meeting Increasing Diesel Fuel Demand; 
How It May Affect Marketers, Refiners 


SAE Paper Suggests Wider Cutting of Diesel Fuel to Extend 
Supply: Adoption of Such Practice Could Mean Fewer Types 
Of Fuel to Be Handled and Would Simplify Refiner’s Task 


Papers presented at Society of Automotive Engineers 
convention in Detroit this month highlighted several de- 
velopments which may have important bearing on future 
economics of petroleum marketing and refining. 
article telling of developments toward increased auto- 
motive economy, and the effect of wiser utilization of 
energy sources on the over-all petroleum supply and de- 
mand picture was published in NPN Jan. 19, p. 18. 

The second in this series of articles discusses the 


By HOLGER RIDDER 
NPN Staff Writer 

Railroad Diesel fuel demand has 
increased more rapidly than other 
petroleum products during the last 
10 years. Indications now are that 
this rate of increase will continue 
and in the next five years may reach 
a figure of about 300,000 b/d as rail- 
roads step up their Dieselization pro- 
gram. , 

What this can mean to the oil mar- 
keter and the refiner was pointed up 
in a paper prepared by A. B. Cramp- 
ton, S. H. Hulse and N. H. Rickles of 
Standard Oil Development Co. and 
presented this month in Detroit be- 
fore the annual meeting of Society 
of Automotive Engineers. 

Their paper, “Wide Cut Diesel 
Fuels,” suggests that to meet this 
Diesel supply demand wider cutting 
of Diesel fuels may become neces- 
sary to extend supply and to reduce 
Diesel’s competition with other fuels, 
sueh as kerosine, heating oils, etc. 
In effect, the picture the authors 
paint looks something like this: 

When railroad Diesel demand 
reaches a point (perhaps the 300,000 
b/d figure already mentioned) where 
it presents a problem of supply, then 
this may happen: 

1—The refiner, instead of 
taking Diesel fuel out of the 
center cut of a barrel of crude, 
may be forced to obtain it from 
the fringes—that is, resort to 
a wider cutting of Diesel fuel. 

2.—Wider cutting of Diesel 
fuel would make it easier for 
the refiner to meet Diesel fuel 
demand as well as demand for 
kerosine and heating oils. 

3—If railroad Diesel demand 
reaches a point where it ex- 
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ceeds all other Diesel fuel de- 
mands, then wider cutting 
of Diesel fuels to supply rail- 
roads could mean a_ fewer 
number of types of Diesel fuel 
and might even result in just 
one grade of fuel for all Die- 
sel consumption. The problem 
of meeting military specifica- 
tions might still remain. 

4—-Reduction in the number 
of Diesel fuels would simplify 
the oil marketer’s problem 
from a standpoint of number 
of products handled and in the 
matter of meeting consumer 
demand. 


Messrs. Crampton, Hulse and Rick- 
les point out in their paper that to- 
day there are more than 3,100 Diesel 
electric switcher locomotives in op- 
eration. In June, 1948, there were 
about 630 Diesel passenger locomo- 
tives, 920 freight locomotives and 60 
or 70 locomotives classed as either 
passenger or freight. The trend to- 
ward preference for Diesel locomo- 
tives is indicated by the percentage 
of Diesel locomotives on order dur- 
ing the period from 1932 to 1948. 
During the early 30’s the percentage 
of Diesels on order as compared to 
other types grew from 20 to 50% 
and has risen to more than 90% in 
recent years. 

The authors then point out: 

“As the number of Diesel locomo- 
tives has increased, the demand for 
Diesel fuels has increased rapidly 
and in 1948 the consumption rate av- 
eraged about 80,000 b/d. It has been 
estimated that the railroad Diesel en- 
gine production rate in this country 
probably will exceed 3 million rated- 
horsepower per year over the next 
five years and that this will result 


constantly increasing demand for Diesel fuels and the 
possible effect of this growing use on current refining 
and marketing practices. 
fuels to extend the supply of this product is cited as one 
possible answer to the problem. 

A third article, to be published in a subsequent issue of 
NPN, will deal with aviation developments which indi- 
cate possible future and revised approaches to current 
marketing and refining methods. 


The use of wide cut Diesel 


in an increase of the order of 20,000 
to 25,000 b/d in demand for railroad 
Diesel fuels every year during this 
period. Therefore, it seems reason- 
able to estimate that by 1953 the 
railroads in this country will be using 
about 200,000 b/d of Diesel fuel. It 
is also estimated, on the basis of the 
1945 and 1947 figures for haulage, 
that if all railroad duties were taken 
over by Diesels, the total consump- 
tion of Diesel fuel would be in the 
neighborhood of 300,000 b/d. This 
estimation, of course, constitutes a 
major extrapolation and time alone 
will tell whether it is high or low. 

“It is interesting that, on the basis 
of these calculations, the present 
270,000 b/d of fuel oil consumed in 
the oil-fired steam locomotives about 
equals the volume of Diesel fuel re- 
quired to power all the railroads if 
completely converted to Diesel.” 

The paper explains that while rail- 
road Diesel fuel demand has increased 
more rapidly than other petroleum 
products during the last 10 years, this 
will taper off eventually as railroads 
approach Diesel saturation, setting a 
demand level of about 300,000 b/d, 
or about 5-6% of present day crude 
runs. Paper continues by pointing 
out: 

“While this (per cent of crude 
runs) is relatively small based on 
the total of petroleum products, there 
tends to be a problem in connection 
with supply for the following rea- 
sons: 

“1—Very often high quality Diesel 
fuels are used where other, less re- 
strictive fuels would suffice. 

“2—The quality of Diesel fuel be- 
ing demanded exceeds, in spot situa- 
tions, that easily obtainable from the 
crude available. In other words, re- 
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laxation of specifications or added 
processing equipment might be nec- 
essary to produce the volume re- 
quired. 

“3—This type of product competes 
with distillate fuels which also show 
an abnormal increase in demand, par- 
ticularly kerosine, heating oils and 
Diesel fuels for other applications 
than railroads.” 

As to oil products competing with 
Diesel fuel for crude, the paper gave 
the figures shown in Table 1. 


Table I 
U. S. Domestic Demand 
Crude & Products 


(Thousands of barrels daily) 
10-Year 
1938 1944 1946 1947 Increase 


Gasoline ......1,433 1,728 2,013 2,178 745 
Kerosine ...... 154 196 244 281 127 
OMENS nan cvckes 58 192 148 200 142 
Other distillate. 264 380 517 617 353 
Residual ...... 800 1,399 1,307 1,420 620 
Other ......... 406 671 678 T3 347 

Total .......3,115 4,566 4,907 5,449 2,334 


The authors explain that, “‘Accord- 
ingly, every barrel of high grade Die- 
sel fuel which can be saved is impor- 
tant and one means of saving is to 
avoid the diversion of high quality 
Diesel fuels to heating purposes 
where low cetane distillates and 


other less critical fuels will do just 
as well.” 


They go on to say: 


“In most petroleum supply prob- 
lems there are two factors that are 
interdependent. They are quality and 
volume. The less restrictive the qual- 
ity the easier it is to attain a given 
volume. On the assumption that 
consumers do not desire to limit their 
chances of obtaining their require- 
ments by unnecessary quality speci- 
fications, fuel studies have been made 
to find out which properties are 
really important in performance, so 
that no unnecessary limitations will 
be placed on volume availability for 
railroad use.” 


On the basis of tests of Diesel fuel 
characteristics and possible utiliza- 
tion of wide-cut Diesel fuel, the au- 
thors report that the wide-cut fuel 
has proven to be equivalent to the 
conventional fuel in all performance 
aspects. 

Assuming the acceptance of wide- 
cut fuel, the paper gives this illustra- 
tion of what a refiner could do to ex- 
tend supplies of railroad Diesel fuels 
from his pool of crude oil stocks: 


“Starting with a specification base 
of 50 minimum cetane number, 0.5% 
maximum sulfur and 150° F. mini- 
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mum flash, the following could be 
done at the expense of other prod- 
ucts: 


“1—45% increase of 50 cetane 
number provided the flash could go 
to 120° F. and the sulfur to 1.0%. 

“2—80% increase of 150° F. flash if 
the sulfur could go to 1.0% and the 
cetane number to 35. 


“3—130% increase of 150° F. flash 
if the sulfur could go to 1.0% and 
the cetane number to 35. 


“4—-220% increase if the flash 
could go to 120° F., the sulfur to 
1.0% and the cetane number to 35. 

“For refineries having an assort- 
ment of crudes permitting blending 
to cetane and sulfur limits, the relax- 
ations in these limits would not have 
to be so great to accomplish the indi- 
cated increase in supplies. We do 
not at present know how many of 
these relaxations can be tolerated 
and still get economical engine per- 
formance but we are on the way to- 
ward finding out... 

“It will be noted that the series 
involves a group of 130° F. flash 
fuels since by this route, called 
‘wide-cutting’, it is possible to extend 
supplies with the least degradation 
in cetane number and sulfur content. 
The advantages of this method are 
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based on the interdependence of sup- 
plies of kerosine and high quality 
Diesel fuels. Both generally come 
from the same type of crude but 
maximum yields of both cannot be 
produced by the refiner from the 
same center fraction. When produc- 
ing Diesel fuel there are also pro- 
dueed light kerosine fractions not 
marketable as such and when produc- 
ing kerosine there are heavy Diesel 
fuel fractions which also present a 
problem. . . 

“In effect, kerosine is the coat and 


vest, the present Diesel fuel the vest 
and pants. The wide-cut 130° F. 
flash fuel is the coat, vest and pants 
and results in larger coverage for 
Diesel fuel supplies, by utilizing the 
light and heavy fractions that are 
not readily usable in conventional 
fuels. Its adoption would have the 
effect of increasing the flexibility of 
refinery operations, and would per- 
mit unusually high yields of Diesel 
fuel when required. An equivalent 
increase does not result from mixing 
kerosine and Diesel fuel in the field- 
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the operation must be carried out in 
the refinery during the actual distil- 
lation process.”’ 


Diesel, ‘Gas’ Engine 
Starting Aid Developed 


New method of providing easier 
starting of Diesel and gasoline pow- 
ered equipment in cold weather has 
been developed by California Research 
Corp. The method incorporates a 
special ethyl-ether compound and use 
of a priming system. 

Ethyl-ether compound is packaged 
in gelatine capsules of 1T cc. and 7 
cc. size. Special puncturing tool and 
priming system is used to inject 
fluid into the intake manifold. Com- 
pany says fluid flows at 70° F below 
zero and additives in fluid lubricate 
as the engine is started. Fluid will 


not corrode metal parts, company 
adds. 
Fluid, called Chevron’ Starting 


Fluid, was developed to expedite war- 
time operations in Alaska. 

Method of packaging and applica- 
tion of fluid were developed by Cal- 
ifornia Oil Co., a subsidiary of Stand- 
ard Oil Co. of California, as is Cal- 
ifornia Research Corp. 


Gasoline Consumption 
Record Ups’ 48 Tax Take 


NPN News Bureau 
WASHINGTON—Federal and state 
gasoline tax revenues in 1948 reached 
a record estimated total of $1,845.,- 
000,000, topping 1947 collections by 
about $180,000,000. 

Based on actual collections for the 
first 11 months ($444,489,000) of 
1948 and an NPN estimate for De- 
cember, receipts by the federal gov- 
ernment alcne from the 1.5¢c per gal 
federal excise tax probably totaled 
close to $495,000,000, as compared 
with $455,344,000 in 1947. 

State gasoline tax revenues, mean- 
time, have been estimated by the 
Public Roads Administration at $1,- 
350,000,000, an increase of more than 
$140,000,000 over the 1947 total. This 
figure is calculated by PRA from 
preliminary reports from state tax- 
collection agencies. 

Reason for the record tax yield is 
found in another PRA estimate that 
U. S. motor fuel consumption rose 
about 9% last year to a new all-time 
peak of 30,700,000,000 gals. 

Other preliminary estimates made 
by PRA include the following: 

1. Motor vehicles traveled about 
395,000,000,000 miles last year, as 
compared with 370,000,000,000 miles 
in 1947. 

2. Privately owned automobiles 
registered numbered 33,225,000, about 
2,500,000 more than in 1947. 

3. Truck and bus registrations rose 
to 7,332,000 from 6,641,611 in 1947. 
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Seep Agency Cuts Pennsylvania Crudes 44 to 54c; 
Price Declines Stifle Trading in Most Areas 


Declining prices in most refinery and terminal 
districts featured the reports of refiners and mar- 
keters during the past week. The Joseph Seep Pur- 
chasing Agency of South Penn Oil Co. lowered 
its postings for Pennsylvania crudes in amounts 
ranging from 44 to 54c per bbl., and general reduc- 
tions in fuel oil prices also were made by Socony- 
Vacuum, Sohio, Standard Oil Co. (Kentucky), and 
Petroleos Mexicanos. At the U. S. Gulf, No. 5 oil in 
cargoes was off 25c to $2.35 per bbl. 

In the Midwest and Midcontinent prices for several 
grades of light fuels slumped on the lows by 0.125c 
following reductions posted by two refiners for 
Group 3 shipments. 

The prospect of falling prices plus the weight 
of inventories behind them had the effect in most 
areas of restricting trading except at price levels 
sharply below those of previous business. Seep’s 
postings for Pennsylvania crude oils were reduced 
generally 50c per bbl., George J. Hanks, president 
of South Penn explained. Its new price for Brad- 
ford/Allegany oil was reduced to $4.00 per bbl., 
Southwest Pa. $3.60, and Buckeye (O.) $3.55, all 
down 50c. Tiona-Sheffield oil was cut 44c per bbl. 
to $4.00 and Eureka (West Va.) 54c to $3.55. 

The larger cut in the price for Eureka was an 
offset to a 4c increase in the gathering tariff ap- 
proved by the West Virginia Public Service Com- 
mission, Mr. Hanks said. A reduction of only 44c 
was made in Tiona-Sheffield because bidding for 
Tiona oil by refiners in the area immediately south 
ind west of Kane, Pa., was relatively keen, he added. 

Pennzoil, Tide Water, Pure and Valvoline Pipe 
Lines immediately followed the pattern of the Seep 
reductions. In addition, Valvoline posted a 40c re- 
luction to $3.25 in the price it will pay for Penn- 
sylvania grade in the Zanesville, O., district. 

In coastal areas, one of the main trends in prices 
0 take shape during the week was a pronounced 
asing in gasoline and kerosine prices, heretofore the 
wo products most impervious to price declines in 
ther oils. The term “distress” occasionally was 
ipplied at the Gulf to 74-76 oct. 5-jump cargo of- 
erings priced from 10 to 10.25c. A cargo of 70-72 
ct. leaded gasoline was sold at 9.75c for export, 
i new 1948-49 low price for non-regular business on 
this product. For the first time in many months, 
kerosine cargoes were reported offered freely at the 
Gulf at 9c; at New York Harbor, warm weather 
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was said to have depressed some kerosine offering 
prices 0.45c below the 10.2c barge price generally 
quoted by leading sellers. 


Fuel oils continued plentiful in all areas. Chicago 
distributors said they were offered ample quantities 
of No. 2 fuel at 9.75c, delivered Chicago, from the 
Southwest, and one distributor said the same offer 
was made to him at 9.5c; these offers were not 
taken up. 


ATLANTIC COAST 
Socony, Others Reduce Residual Fuel 


To many East Coast observers during the third week 
in January it seemed that winter never would arrive. 
Reports from all seaboard terminal areas on residual 
and distillate fuels, indicated jammed storage, weak prices 
and negligible demand at all supply levels. On the other 
hand, most indications were that gasoline prices and 
sales continued to benefit from the balmy weather. 

The third wave of residual reductions continued with 
Socony-Vacuum, Kentucky Standard and other suppliers 
generally following the pattern established by Esso and 
Atlantic the second week in January. At some southern 
points, prices for Diesel oil, shore plants, and No. 2 fuel 
were lower following 0.1c cuts reported by several sup- 
pliers. 

At New York Harbor, offerings of large quantities of 
No. 6 fuel at prices ranging down to $2.10 per bbl. and 
No. 2 fuel at 8.5c per gal., stimulated little buying. Kero- 
sine also eased considerably with barge offerings at 9.75c 
reported at the harbor. Ten days earlier, harbor prices 
for kerosine were reported firm at 10.2c. 

While competition among suppliers for gasoline accounts 
had intensified as winter stock figures climbed, prices 
were said by some sources to be firm at range-low levels. 
Other seaboard reports, however, indicated that offerings 
of gasoline were more numerous than for some time 
with resultant sniping at prices by spot buyers. Sale of 
a barge of regular grade at lic per gal. was disclosed 
by a New York trader; last reported sale of regular 
at the harbor was at 11.25c. Prices for regular grade 
reported by harbor suppliers ranged from 10.9 to 11.9c, 
barges. 

Price ranges for Diesel oil, shore plants, and No. 2 
fuel dropped 0.1c per gal. on the low side at Jacksonville, 
Miami, Savannah and Tampa when several suppliers 
reported lowering their quotations for each product to 
10.2c. Reductions in their No. 6 fuel quotations reported 
by suppliers flattened ranges to single barge prices of 
$2.325 per bbl. at Boston, $2.23 at Charleston, $2.26 at 
Savannah and Jacksonville. 
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OiL MARKETS 


Summary of Daily Gasoline Prices (Jan. 18 through Jan. 24) 





U. 8. Metor (ASTM octane) Monday Friday Thursday Wednesday Tuesday 

78-80 octane (Premium): dan, 24 Jan, 21 Jan. 20 Jan, 19 Jan. 18 
Oiamomse (GrOUD BS) .ccccccccccccsecce (1)11-11.75(1) (1)11-11.75(1) (1)11-11.75(1) (1)11-11.75(1) tr ge ak t be aN 
Midwestern (Group 3 pleat setae (1)11.125-11.75(1) (1)11.125-11.75(1) (1)11.125-11.75(1) (1)11.125-11.75(1) 2058 ee taeda ) 
N. Tex. (For shpt. to Tex.&N.M.dest’ns) (1)11.75-13.175(1) (2)11.8-13.175(1) (2)11:8-13.175(1) (2)11.8-13.175(1) (313.68 a 
W.Tex. (For shpt. to Tex.&N.M.dest’ns) (1)11.375-11.75(2) (1)11.375-11.75(2) (1)11.375-11.75(2) (1)11.375-11.75(2) (1)11.375-11. 5(2) 
i, Ws CE LD a ccccccecveose (2)11.5-12(1) (2)11.5-12(1) (2)11.5-12(1) (2)11.5-12(1) (2)11.5-12(1) 1 
Cent. W. Tex. (Truck Tnsp.) ....... (1)11.5-11.75(1) (1)11.5-11.75(1) (1)11.5-11.75(1) (1)11.5-11.75(1) (1)11.5-11.75(1) 


73-75 octane (Regular): 
Oklahoma (Group 3) .. eocccceces (€4)10.25-10.625(1) (4)10.25-10.625(1) 
Mid-Western (Group 3 AN dt ee (2)10.25-10.625(1) (2)10.25-10.625(1) 
N. Tex. (For shpt. to Tex.&N.M.dest’ns) (2)10.75-11.175(1) (2)10.75-11.175(1) 
W.Tex. (For shpt. to Tex.&N.M.dest’ns) (1)10.375-10.75(2) (1)10.375-10.75(2) 


(4)10.25-10.625(1) 
(2)10.25-10.625(1) 
(2)10.75-11.175(1) 
(1)10.375-10.75(2) 


(4)10.25-10.625(1) 
(2)10.25-10.625(1) 
(2)10.75-11.175(1) 
(1)10.375-10.75(2) 


(4) 10.25-10.62 
( 2)10. 25-10.62 
2)10.75-11.1 


51) 
5(1) 

75(1) 
(1)10. 375-10.75(2) 





r © : 5 5- 2)10.5-11(1) 
a ee Ce SD ok cewek eeeee (2)10.5-11(1) (2)10.5-11(1) (2)10.5-11(1) (2)10.5 11(1) (2) 
Cent. W. Tex. (Truck Tnsp.) (1)10.5-10.75(1) (1)10.5-10.75(1) (1)10.5-10.75(1) (1)10.5-10.75(1) (1)10.5-10.75(1) 
63-66 octane: 
Gurahome (Group 8) occ ccccosvccesess * 66.0 ink ‘ai wee oes 
Mid-Western (Group 3 basis) ....... 9.875(1) 9.875(1) 9.875(1) 9.875(1) 9.875(1) 
N. Tex. (For shpt. to Tex.&N.M. dest’ns) sees os * ses oa On 
W.Tex. (For shpt. to — &N.M. emule 10.25(2) 10.25(2) 10.25(2) 10.25(2) 10.25(2) 
E. Tex. (Truck Tnsp ° rere ses -* oes 10 9: 
Cent. W. Tex. (Truck Tnsp.) 22.2... 10.25(1) 10.25(1) 10.25(1) 10.25(1) 10.25(1) 

60 octane & below: — RK - 
Oklahoma (Group 3) .. secseees (1)9.5-9.875(2) (1)9.5-9.875(2) (1)9.5-9.875(2) (1)9.5-9.875(2) (290.5-0.5e0*) 
Mid-Western (Group 3 basis) ........ (1)9.5-10.25(1) (1)9.5-10.25(1) (1)9.5-10.25(1) (1)9.5-20.26(1) (ee 10. ba) : 
N. Tex. (For shpt. to Tex.&N.M.dest’ns) (1)10-10.5(1) (1)10-10.5(1) (1)10-10.5(1) (1)10-10.5(1) +33 625.1013) 
W.Tex. (For shpt. to Tex.&N.M. hesselinanes (1)9.625-10(3) (1)9.625-10(3) (1)9.625-10(3) (1)9.625-10(3) a 9: 75-10.5(1) 
E. Tex. (Truck Tnsp.) .. socecee (2)9.75-10.5(1) (2)9.75-10.5(1) (2)9.75-10.5(1) (2)9.75-10.5(1) « 50-10. 401) 
Cent, W. Tex. (Truck Tnsp.) Kaawees (1)10-10.4(1) (1)10-10.4(1) (1)10-10.4(1) (1)10-10.4(1) q1) 

Motor Gasoline, 78-80 oct. (Premium) (b) 

New York harbor .............:se0++ (1) 12-13.4(1) (1)12-13.4(1) $2) 8-38.3) Oy 9-13 301) 
New York harbor, barges ivescscacces. ADEE are) (1)11.9-13.3(1) (1)11.9-13.3(1) (1)1 05-13-71 
Philadelphia ... cocccsesccoccsces (€2)38.20°33.7(2) (2)13.25-13.7(1) (2)13.25-13.7(1) ae ety 
Philadelphia, barges cc beweaeed ened (1)13.15-13.6(1) (1)13.15-13.6(1) (1)13.15-13.6(1) (1)33.35°34.94 ) 
EE cesta dT ahpnaenehansainacead (1)11.8-13.5(1) (1)11.8-13.5(1) (1)11.8-13.5(1) ite ate 
Baltimore, barges ........ccccccsecs (1)11.4-13.15(1) (1)11.4-13.15(1) (1)11.4-13.15(1) (1)11.4-13. 
Motor Gasoline, 78-80 oct. (Premium) (c) 
New York harbor ... wa ecce .- ° 
New York harbor, barges: ets e° ao ese 49/1) 
Philadelphia... ' ows... eee e eee ecoe 14.2(1) 14:2(1) 14.201) 14.2(1) 14.2(1) 
Philadelphia, barges Cnnconn ee rere ema nee a oes ace 74 
Baltimore ... pakd Ga asenteser tiak 13(1) 13(1) 13(1) 13(1) 13(1) 
Baltimore, barges ae lewd ee oes cee. ge 

Motor Gasoline, 74-76 oct. (Regular) (b) 
we J 2 (1)11-12.4(1) (1)11-12.4(1) (1)11-12.4(1) (3230-90007) (io. ERT 
New York harbor, barges ............  (1)10.9-11.9(1) (1)10.9- Bact) (1)10.9-11.9(1) (1)10.9-11.9(1) (1) ey 
Philadelphia .. ia eacteinece ced (2)12-12.7(2) (2)12-12.7(2 (2)12-12.7(2) (2)12-12.7(2) ith O12. 601 
Philadelphia, barges ceceitareakacces: Se (1)11.9-12. 6(1) (1)11.9-12.6(1) (1)11.9-12.6(1) sa7es-e-ce ara? 
Baltimore ... CN RAE ep (1)10.8-12.3(1) (1)10.8-12.3(1) (1)10.8-12.3(1) (3) S0,e-25-205) ()10.4.11,91) 
Baltimore, barges Cieawwace (1)10.4-11.9(1) (1)10.4-11.9(1) (1)10.4-11.9(1) (1)10.4-11.9(1) (1)10.4-11.° ) 

Motor Gasoline: 

Western Penna., Bradford-Warren: 9(92 12(2 
74-76 Oct. (Regular) ............... 12(2) 12(2) 12(2) 12(2) re 

Western Penna., Other Districts: > 11.5-13(2 
Eee Cot, CHOBUIAE) ccccccccccccccce (1)11.5-13(2) (1)11.5-13(2) (1)11.5-13(2) (1)11.5-13(2) (1)11.9-15(2) 


Note: Gasoline prices are reported in each day’s Platt’s OILGRAM Daily Price Service. Figures shown in sanebiieanin indicate number of com- 
panies quoting the low & highs of the ranges. 
(b) Research octane rating is minimum of 5 points above Motor Method rating. 


(c) Research octane rating is minimum of 10 points above Motor Method rating. 








GULF COAST 
No. 5 Fuel Down 25c Per Bbl.; ‘Gas’ Eases 

Principal price developments of the past week at the 
Gulf stemmed from an Independent supplier’s quotation 
of $2.35 per bbl. for 0-10 p.t. No. 5 fuel, down 25c, and 
other reports of pronounced easing in prices for gasoline 
and kerosine. Except for export sales, trading was un- 
usually light. 

A large Independent supplier reported he had reduced 
his 0-10 pour No. 5 oil price from $2.60 to $2.35 in a 
partial revision of his cargo schedule. Other prices 
which he reduced were kerosine, No. 2 fuel and 48-52 
d.i. gas oil, down in amounts varying from 0.125 to 0.5c 
Quotations reported at the end of the week for No. 5 
fuel were $2.35, $2.60 and $2.75 per bbl. 

Gasoline showed marked easing in two cargo sales for 
export at widely separated prices. Early in the week, 
one supplier reported sale of a T2 of 70-72 oct. leaded 
gasoline at 10.375c; toward the end of the week, sale of 
130,000 bbls. were disclosed at 9.75c. 

Most supply reports indicated kerosine was freely avail- 
able at 9c per gal. Prices for distillate and residual 
fuels continued relatively weak, according to reports. 
Purchase of 45,000 bbls. of distress gas oil meeting Pool 
21 specifications at 7.625c, delivered his Gulf Coast term- 
inal, was reported by a supplier-buyer. Several reports 
on heavy fuel indicated long-term business for a cargo a 
month was being invited at “10c off published prices”; 
Gulf suppliers quoted bunker “C” fuel prices ranging up- 
ward from $1.70 per bbl. 


54 


WESTERN PENNA. 
Crude Oil Prices in Third Decline 


Crude prices, dipping to lower levels for the third 
time in six weeks, were regarded by some Western Penna. 
observers last week as the best barometer of the supply 
demand situation for refined products. Inventories of lu- 
bricating oil and wax continued high. 

Reductions in the prices it will pay for crude, ranging 
from 44 to 54c per bbl. were announced by the Soutb 
Penn Oil Co. 

While the over-all demand for both lubes and wax 
remained slow, there were occasional signs of improve- 
ment. French calls for bright stock and an ASPPA tender 
for wax and industrial lubricating oils were the largest 
received by refiners for some weeks, and provoked con- 
siderable excitement. Although bidding on the French 
inquiry, amounting to 14,000 bbls. of 25 pour bright, 
was said to be highly competitive, price shading generally 
was not as prevalent as during the previous week. 

Offerings of 25 pour bright stock were reported gener- 
ally at 24.5c per gal. and white crude scale wax at 5c 
per lb. On the other hand, several refiners said they were 
holding both products for higher prices 

Overstocked positions on light fuels were reported by 
two refiners citing below-normal consumption due to 
warm weather. There were scattered but unconfirmed 
reports of offerings of kerosine and heating oil at sharply 
discounted prices. Bradford-Warren district refiners re- 
ported prices ranging upward from 11.25c per gal. for 
45 w.w. kerosine, llc for No. 2 fuel. 
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TO SAILORS, THE SIGN ABOVE STANDS FOR A LIGHTED BUOY 





TO EVERYONE, THIS SIGN STANDS FOR TWO GUARANTEES! 


e The Gulf emblem on any product stands for two 
guarantees of excellence. One visible, one invisible. 

The visible guarantee is evidenced by the plant and 
properties that make Gulf one of the country’s largest 
producers and refiners of crude oil. 

The invisible guarantee is the determination of Gulf 
to make the best petroleum products that skill, science, 
loyal employees and alert management can _ jointly 


achieve. 
+ 7 
Gulf Oil Corporation 
e e 
Gulf Refining Company 
General Offices, Pittsburgh, Pa. 
DIVISION SALES OFFICES REFINERIES 
Boston + New York + Philadelphia + Pittsburgh New York + Philadelphia + Pittsburgh + Toledo 
\tlanta * New Orleans + Houston «+ Louisville + Toledo Cincinnati + Port Arthur + FortWorth + Sweetwater 
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OIL MARKETS 


MIDCONTINENT 
Fuel Demand Rises; Market Still Slow 


Fuel oil market in the Midcontinent was described as 
“no stronger price-wise,” and reductions in quotations 
were reported in Oklahoma, Arkansas, and Kansas during 
the past week. However, the continued snow and sub- 
freezing weather was termed by some sources as “an 
answer to refiners prayers,’’ and fuel oil demand from 
regular customers generally was reported steadily climb- 
ing. Open market demand still lagged. Gasoline demand 
remained slow as icy roads continued to hamper travel, 
trade sources said. 

Several sales were reported during the week: one car 
of regular-grade gasoline at 9.5c, FOB Group 3, for ship- 
ment from West Texas, and three cars of No. 3 fuel at 
7.375c, FOB Group 3, both sales to other marketers by 
a Midcontinent marketer; “about 10 cars” of No. 6 
fuel at $1.60 per bbl., five cars each of No. 2 straw at 
8.5c and No. 3 low cold test at 8.25c, all FOB Group 3, 
by another Midcontinent marketer; five cars of 41-43 
kerosine at 8.75c, FOB Group 3, to a Midwest broker 
by a North Texas refiner; and one car of No. 5 fuel at 
7.5¢ per gal., FOB plant, by an East Texas refiner. 

Price reductions of 0.125c to 8.75c for No. 1 and 8.375c 
for No. 2 fuels reported by one refiner resulted in the 
following new price ranges in Oklahoma: No. 1 p. w., 
8.75-8.875c; No. 1 straw, 8.75-9.125c; No. 2 straw 8.375-9c. 
Three Oklahoma refiners reported the following decreases 
in their No. 6 fuel prices, 10c to $1.50 per bbl., 10c to 
$1.90 per bbl., and 5c to $1.45 per bbl., and as the week 
ended price range stood at $1.35-1.90 for this product. 

In Kansas, No. 6 fuel also was priced lower when one 
refiner reported reducing his posting 15c to $1.45 per 
bbl., making new price range $1.45-2.00. Another Kansas 
refiner said he had lowered his 9.75c price for both 58 
and above Diesel and No. 2 fuel to 9.5c; the Diesel fuel 
price range was then 9.5-10.25c, down 0.25c on the low. 

Reduction of 0.125c was reported by an Arkansas re- 
finer in his prices for Nos. 2 and 3, 52 and below Diesel 
and 58 and above Diesel fuels, resulting in new postings 
of 8.5c, 8.25c, 8.625c, and 8.875c, respectively. 





CENTRAL MICHIGAN 
Most Fuel Prices Seek Lower Levels 


Narrowing of price ranges for fuel oil in Central 
Michigan in the week ended Jan. 22, affected mostly the 
range highs for heavier grades. No. 1 prime white was 
off 0.5c on the low and No. 3 fuel was down 0.2c on the 
low. Regular-grade gasoline also was down 0.25c on 
the low. 

Products with lower price ranges were: regular gaso- 
line, 11.75 to 13.75c; No. 1 fuel, 11.5 to 12.5c; No. 3, 10.8 
to 12c; UGI gas oil, 9 to 10.6c; No. 5, 9 to 9.8c; and 
No. 6, 8.25 to 9.5c. 


MIDWESTERN (Chicago-E. St. Louis Area) 


Some Products Priced Lower 

Reduction reported by four Midwest refiners lowered 
prices for three grades of light fuel, regular-grade gaso- 
line and No. 6 fuel in the third week of January. Refiners’ 
reductions were “spotty” and followed declining prices 
quoted by tank car marketers. 

Survey by NPN also indicated retail prices for heating 
oils also were pointing downward. Tank wagon prices 
among representative Independent jobbers in the Chicago 
area generally were the same as Standard Oil Co.'s 


56 





NPN Gasoline Index 


Dealer T.W. Tank Car 
Cents Per Gal. 
i Dh. 2 bbe deghis ectead eae < 14.92 11.28 
re re 14.79 11.28 
Year ago 14.50 11.10 


Dealer index is an average of ‘‘undivided’’ dealer prices, 
ex-tax, in 50 cities. 

Tank car index is weighted average of following wholesale 
markets for regular-grade gasoline, FOB refineries or ter- 
minals: Okla., Mid-Western, W. Penna., Calif., N. Y. Har- 
bor, Philadelphia, Jacksonville, Boston and Gulf Coast. 











(Indiana) tank wagon posting for heater and furnace oil. 
Earlier this season, most Independents were selling 
at prices lc and more above those of Standard. 

Quotations reported by refiners for regular gasoline 
ranged from 10.25 to 10.625c, down 0.125c on the high, 
following one refiner’s reduction of 0.25c in his prices. 
Nos. 1, 2 and 3 fuels were down 0.125c on the lows when 
two refiners reported like reductions in their prices. 
No. 1 ranged from 8.75 to 9.125c. No. 2 from 8.375 to 9c 
and No. 3 from 8.125 to 8.625c. 

No. 6 fuel ranged from $1.40 to $1.90 per bbl., Group 
3, down 10c on the high. Quantity of material offered 
below these quotations was said to be substantial. 

Open market trading remained light in the Midwest. 
Regular and premium gasoline were said to be available 
at 1 to 1.125c below refiners’ Group 3 tank car quv- 
tations. <A refiner said he had purchased a few cars of 
regular at 9.25c and premium at 10c. Same refiner 
also bought range oil at 8.875c and No. 2 at 8.25c, Group 
3. A marketer purchased No. 2 at 8c, Group 3, for 
resale, but quantity was small, he said. 


BFS ‘Gas’ Invitation Draws Discounts 


WASHINGTON-—Discounts up to 4.0&c per gal. fea- 
ture bids giving Bureau of Federal Supply almost full 
coverage of 4,875,000-gal. gasoline requirement for its 
11-state North-Central Region (No. 3) for April-Septem- 
ber period. 

Top discount was pegged to posted price, date of de- 
livery, but two majors quoted “maximum” price or ceiling 
(presumably as of date of bid) against market rise in 
offering 1.5c to 3.25c off on some items. 

Oil City refiners offered 4.05c off posted price on item 
of about 200,000 gals. for federal activities in Cleveland, 
and 3.55c off in another instance. 

Ohio Standard and Indiana Standard offerings were 
marked in some instances by discounts of 3.25c (Ohio}, 
2c and 1.5c (Indiana). Indiana Standard’s 2c discount 
was on item of 985,000 gals. for activities in Chicago. 

Coverage totaled 4,860,000 gals., or about 15,000 gals. 
less than amount BFS sought. The 15,000 gals. is in 
two marine items which BFS seldom gets covered. 


Bids on West Coast ‘Gas’ Contracts Asked 


WASHINGTON—Bureau of Federal Supply will open 
bids at 10 A.M. Feb. 9 on invitation 9G-9835-R-2-9-49 
for 9,222,300 gals. of gasoline for its five-state West 
Coast Region (No. 6). 

Contracts will be for May-October period. Region is 
made up of Arizona, California, Nevada, Oregon and 
Washington. 





Crude Oil Prices 


Complete tabulation of crude oil prices is pub- 
lished in this issue on p. 62-63. 
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OIL PRICE SECTION | 





At Refineries and 
Terminals and by 
Tank Wagon 


Prices herewith are reproduced from Platt’s 
OILGRAM Daily Oil Price Service, associated 
with National Petroleum News, whose repre- 
sentatives in all NPN-OILGRAM offices de- 
vote their time exclusively to reporting oil in- 
dustry prices everywhere. 

Prices shown in tables are sales prices or 
quotations or general offers or posted prices by 
refiners, by pipeline terminal operators, and by 
tanker terminal operators; for current sales 
and shipments; for the business day or period 
stated; except Tank Wagon prices, prices are 
for bulk lots such as tank car, truck trans- 
port, barge; prices applying to barges or car- 
goes or truck transport lots only, so desig- 
nated; FOB refineries or terminals; in cents 
per gal, except per bbl. where $ sign is 
shown; wax and petrolatums in cents per 
pound; ex all fees and taxes; for crude oil 
and its products lawfully produced and trans- 
orted; reported as received by OILGRAM and 
National Petroleum News but not guaranteed; 
for subscribers’ private use only and not for 
resale or distribution or publication. Octane 
atings are ASTM motor method unless other- 
wise noted. Parenthetical figures before and | 
ifter prices indicate number of companies 
juoting the lows and highs of the ranges. For 
further details of price conditions apply to any 
NPN—OILGRAM office or see back of any 
OILGRAM Price Service invoice. 

For complete price service delivered daily 
from nearest OILGRAM publishing office, New | 
York, Cleveland and Houston, address Platt’s | 
Price Service, Inc., 1213 West 3rd St., Cleve- | 
land (13), Ohio. Annual subscription rate in 
U. S.: $150 per year, payable in advance. 


Refinery & Terminal Prices 


Gasoline 
Prices in Effect 
Jan, 24 Jan. 17 
OKLAHOMA (Group 3) 
78-80 Oct. 


_(Prem.) ..(1)11-11.75(1) (1)11-11.75(1) 
43-75 Oct. 








Reg .. -€4)10.25-10.625(1) (4)10,25-10.625(1) 

' Oct. & 

below ....€1)9.5-9.875(1) (1)9.5-9.875(2 
MID-WESTERN (Group 3 basis) 
78-80 Oct. } 


_(Prem.) (1)11.125-11.75(1) (2)11.125-11.75(2) 
78-75 Oct. 


leg, . (2) 10.25-10.625(1) (2)10.25-10.75(1) 
63-66 Oct. .. %.875(1) 9.875(1) 
60 Oct. & 

below ....(1)9.5-10.25(1) (1)9.5-10.25(1) 
N. TEX. (For shpt. to Tex. & N.M,. dest’ns.) 
s-S0 Oct 
_.(Prem.) .(1)11.75-13.175(1) (2)11.8-13.175(1) 
73-75 Oct. 


(Reg.) .(2)10.75-11.175(1) (2)10.75-11.175(1 
60 Oct. &below(1)10-10.5(1) (1)10-10.5(1) 
res an (For shpt. to Tex. & N.M. aest’ns.) 

g. - 

(Prem. ) (1)11.375-11.75(2) (1)11.375-11.75(2) 
13-75 Oct. 

; Reg. ...(1)10.375-10.75(2) (1)10.375-10.75(2 

63-66 Oct... 10.25(2)- 10.2512) 

0 Oct.& below(1)9.625-10(3) (1)9.625-10(3) 

©. TEX. (Truck tnspt.) 

8-80 Oct. ..(2)11.5-12(1) (2)11.5-12(1) 
#9 Oct. ..(€2)10.5-11(1) (2)10.5-11(1) 
Oct.& below(2)9.75-10.5(1) (2)9.75—10.5(1) 

( wy =e TEX, (Truck Transpt.) 

>-S ct. 

(Prem.) ..(1)11.5-11.75(1) (1)11.5-11.75 
3-750et. (Reg. )(1)10 5-10.75(1)(1)10.8-10-7841) 
63-66 Oct. .. 10.25(1) 10.25(1) 

89 Oct.& below(1)10-10.4(1) (1)10-10.4(1) 


A ae ‘ad shipment to Ark. & La.) 
S ct. 
Prem.) .. 11.5(1) 11.5(1) 
73 Oct.Reg. 10.5(1) 10.5(1) 
») Oct.& below, — 
nleaded - 9.75(1) 9.75(1) 
ey} (For Kansas destinations only) 
S ct. 


Prem.) ..(1)11.7-12.75(1) (1)11.7-12.7 
pee gag me al he 7 en (1)10.7-11.7 
ct. elo 
VESTERN PENNA. (1) (1)10-11(1) 
‘radford-Warren: 
76 Oct. Reg. 12(2) 12(2) 
Other distriets : 
‘6 Oct. Reg. (1)11.5-13(2) (1)11.5-13(2) 
ENTRAL MICHIGAN (FOB Central Michi- | 
an refineries. ) 
S. Metor: 
(5-80 Oct. | 
_(Prem.) (1)13.25-15(1) = (1) 13.25-15(1) | 
75 Oct. Reg. (1)11.75-13.75(1) (1)12-13.75(1) | 
r, run gaso- 
line, excl. 
Detroit } 
i <¢neae (1)11-12.5(2) (1)11-12.5(2) 
H10—Quotations of S.O. Ohio for delivery 
Ohio points: 
73-75 Oct.. 14.75 14.75 


inuary 26, 1949 


SPECIAL NOTICE 
Owing to present short supply of many products, some sellers are withholding 
public quotations or the pesting of firm prices on some products but are giving 
OILGRAM the prices they otherwise would quote to trade in general and which 
today they confine mostly to their regular customers only. 





Prices in Effect Jan.24 Jan, 17 | Prices in Effect Jan. * Jan. 17 
CALIFORNIA No. 3 straw.(1)10.8-12(1) (1)11-12(1) 
Los Angeles dist.: U.G.1. gas oil 9-10.6(1) (1)9—11(1) 
80-82 Oct. No. 5 fuel...(2)9-9.8(1) (2)9-10(1) 
(Prem.) (1)14.85-16.1(1) (1)14.85-16.1(1) No. 6 fuel...(1)8.25-9.5(1) (1)8.25-9.5(1) 
74-76 Oct. OHIO—Quotations of S.O. Ohio for delivery to 
(Reg.) .(1)13.35-13.6(3) (1)13.35-13.6(3) Ohio points: 
San Fran. dist.: Kerosine .... 12.25 12.9 
80-82 Oct. CALIFORNIA 
(Prem.) (1)15.35-16.6(1) (1)15.35-16.6(1) | San Joaquin Valley: 
74-76 Oct. | 40-43 w.w. .(1)12.6-15.6(1) (1)12.6-15.6(1) 
(Reg.) .(1)13.85-14.1(1) (1)13.85-14.1(1) Heavy fuel.. $2.40(2) $2.40(2) 
San Joaquin Valley: | Light fuel 
80-82 Oct. (PS 300).. $2.60(2) $2.60(2) 
(Prem.) (1)15.35-16.6(1) (1)15.35-16.6(1) | Diesel fuel 
74-76 Oct. | (PS 200)..(1)10-11.5(1) (1)10-11.5(1) 
(Reg.) .(1)13.85-14.1(1) (1)13.85-14.1(1) | Stove dist. 
: (PS 100). .(1)11.5-13(1) (1)11.5-13(1) 
m » As Angeles: 
Kerosine, Gas & Fuel Oils 40-43 wow, ..(1)12.1-15.1(2) (1)12.1-15.1(2) 
eavy fue 
OKLAHOMA (Group 3) (PS 400). .(2)$2.25-2.35(2) (2)$2.25-2.35(2) 
41-43 w.w. Light fuel 
kero, ....- (1)8.875-9.5(1) (4)9.25-9.5(2) | (PS 300).. 2.55(4) $2.55(4) 
42-44 w.w. .(1)8.875-9.75(1) (4)9.25—-9.75(1) Diesel Fuel 
Range oil ..(2)9—-9.25(2) (1)9-9.25(2) (PS 200)..(1)9.5-11(1) (1)9.5-11(1) 
58 & above Stove dist. 
D.I. diesel. (1)8.625-9.75(1) (1)8.625-9.875(1) | (PS 100)..(1)10.7-12.5(1) (1)10.7-12.5(1) 
No. 1 p.w...(1)8.75—-8.875(3) 8.875(4) | San Franciscv: 
No, 1 straw. (1)8.75-9.125(1) (4)8.875-9.125(1) 40-43 w.w...(1)12.6-15.6(1) (1)12.6-15.6(1) 
No. 2 straw. (2)8.25—9(1) (5)8.5-9(2) | Heavy fuel 
No. 6 ......(€1)$1.35-1.90(1) (1)$1.35-2.00(1) (PS 400)..(1)$2.30-2.40(1) (1)$2.30-2.40(1) 
14-16 grav. | Light fuel 3 
Tn énests $1.90(1) $2.00(1) | (PS ae 60-2.73(1) (1)$2.60-2.73(1) 
RATE x Diesel fuel 
a ee 9 955"9.625¢1) (1)9-125-9.625(1) | q,(PS ,200)..(1)10-11.8(1) — (1)10-11.8(1) 
42-44 W.W...(2)9.25-9.75(2) (2)9.25-9.75(2) Stove im a oni : 
Range oil ..  9.25(2) (1)9.125-9.2512) (PS 100). .(1)11.5-13.3(1) (1) 11.5-13.3(1) 


58 & above 
D.I. diesel. (2)9.5—9.875(1) (1)9.5-9.875(2) 
No, 1. p.w..(1)8.625-9.125(2) (4)8.875-9.125(2) 


Lubricating Oils 






"ae © acaw 375k 3)8.5-9(2 WESTERN PENNA. 
No. 3 rae wets S 625(1) {1)8.25-8625(1) | P¥ices are for sales made, or offers reliably 
No. 6 ......(1)$1.40-1.90(2) (1)$1.40-2.00(1) reported, to jobbers & compounders only. 
CHICAGO—(FOB Chieage district refineries & | |... 
p.l. terminals; all fuel ofl prices in ent. per | VisC OUS NEUTRALS—No. 3 col. Vis. at 76° 
gal.) | 260 Vis. (180 at 100°) 420-425 a. 
58 & above | én = oe a or nen & 
9 9 | O pt. ccoace (1)27.5-38.5(1) (1) >—38.5(1) 
D.I. diesel. 11.2(1) 11.2(1) ot .0-SSe8 , ss-S 
No. 6 fuel 71) 71) BO D.8. ccceos (1)26.5—37.5(1) (1) >-37.5¢1) 
[oer (wer det. to Sex, © NA. Gates.) | 15 p.t. vee «(129.5 36.5(1) (1)25.5-36.5(1) 
N. . . : ne ae 24-26 24-26 
41-43 wiw. .-(1)9-6-0.695(1) | (1)9.6-9.625(1) | 230 "Wt. “(ids at 100°) 400-408 A. 
42-44 W.w...(1)9.5-9.875(1) (1)9.875-1011), || “Opt. eo... (1)25.5-36,5(1)  (1)25.5-36.5(1) 
58 D.L. .....(1)9.5-9.6(2) (1)9.5-10(1) 10 p.t. .....(1)24.5-35.5(1) (1)24.5-35.5(1) 
oo : os — — 15 p.t. . (1)23.5-34.5(1) (1)23.5~34.5(1) 
. . ® <=> 22-24 22-2 
W. TEX. (For shpt. te Tex. & N.M. dest’ns.) | a 
41-43 w.w... 9.541) 9.5(1) CYLINDER STOCKS: 
42-44 wow... 10.5(3) 10.5(1) Brt. stk., 145-155 vis. at 210°, 540-560 f., Me. 
No. 1 straw. 9.25(2) 9.2512) : 
No. 2 straw. (1)8.875—-9.25(1) (3)9-9.25(1) 10 p.t. .... 27-40.5 2740.5 
MA BD sesace SO 8.75(1) | 15 pt. .... 26-39.5 26-39.5 
No. 6 fuel... $2.40(1) $2.40(1) | 3p pen 24.5-29 24.5-29 
BK, TEX. (Truck truspt.) | way BF 25-31 25-31 
41-43 w.w. ..(2)9.25-0.5(2)  (2)9.25-9.5(2) | 650 SR... =626-32 26-32 
o3-46 ww. ..(2)9.5-9.75(1) (2)9.5-9.75(1) ao ae 3833 
& above | ge iste 50_ 25 50_ 25 
D.I, diesel. (1)9-9.5(1) (1)9-9.5(1) SOP assess =e oe 
No. 2 fuel... 9.2512) 9.262) 


| MIDCONTINENT LUBES 
| (FOB Tulsa basis. Bright stock, vis. at 210°. 
Neutrals are 0-10 p.p. oils, vis. at 100°; 1b 


.2512 . 
No. 6 fuel. ..(1)$1.90-2.55(1) (1)$1.90-2.55(1) 
CENT. W. TEX. (Truck truspt.) 





41-43 w.w. .. 9.5(1) 9.5(1) | 25 p.p. viscous neutrals generally are quoted 
58 & abv. D.L | 0.5¢ under 0-10 p.p. oils; 15-25 p.p. nonviseous 
Diesel .... 9.25(1) 9.25(1) oils generally are quoted 0.25c under 0-10 p.p. 
U.G.1. gas oil 8.5(1) 8.5(1) | oila) 
Na. 1 fuel... 9.25(1) 9.2541) | Neutral Oils-Conventional 
No. 2 fuel... 9(1) 9(1) | Pale Olls Col. 
No. 3 fuel... 8$.75(1) 8.75(1) | 60-85 vis. 2.(3)10.25—-11(1) (3) 10.25—-11(1) 
No. 6 fuel... $2.67(1) $2.67(1) — vis. pee aah nae 
KANSAS (For Kansas destinations only) «Bh ite ee yy, (5) a8-28¢3) 
42-44 w.w.. .(1)9.625-10.75(1) (1)9.625-10.75(1) | 380 vis. 3.(3)16-16-5(1) (3) 16-16.5(1) 
58 & abv. D.I 200 vis. 3.(4)16-17(1) (4)16—-17(1) 
Diesel... .(1)9.5-10.25(1) (2)9.75-10.25(1) of Sb ia te ot 13 tora 
. 19 25 - 2 > mt: —1§ 8-19 
a : oom... <P tach ihe ag arg rely 300 vis. _3.(2)19-20(1) (2)19-20(1) 
No. 6 fuel... .(1)1.45-2.00(1) (1)81.60—-2.00(1) | — - 16(2) 16(2 
° Correct for Jan, 17 also; shown incorrect-_ | ' @ (2) 
ly J: 19 NPN 300 vis. 5. 19(1) 19(1) 
7 © van sinodlerths Cylinder Stocks: 
ARK, (Fer shipment te Ark, and Ia.) 600 s.r., olive 
42-44 wW.w. .. 9.375(1) 9.375(1) STOGR cs ccce 21(2) 21(2) 
Tractor fuel . 9.75(1) 9.75(1) Black Ol .. 18.5(1) 18.5(1) 
Diese] fuel 52 (Continued on next page) 
& below . 8.625(1) 8.75(1) 
Diese! fuel 58 
& above .. 8.875(1) 9(1) 
No, 2 fuel... 8.375(1) 8.62511) 
No. 3 fuel.. 8.125(1) 8.375(1) 


WESTERN PENNA. WE HAVE TOO MUCH 
Bradtord-Warrea: 


15 w.w. ....(€1)11.25-11.5(1) (1)11.25—11.5(1) INVENTORY OF: 


Phe Rw wit Ra | | 200 v 

No. » 2. (1)11-11.96¢ «) .96(1) ; sd. 

a = oe... B33. 00 is. Mid Cont. Solvent Neutral 
36-40 gravity 11.95(1) 11.95(1) 300 Vis. Mid-Cont. Solvent Neutral 
Other districts: . . 

45 w.w. ....(1)11.26-12.5(1) (1)11.25-12,5(1) 500 Vis. Mid-Cont. Solvent Neutral 
47 w.w. ....(1)12-12.5(2) (1)12-12.5(2) H 

No. 1 fuel. .(1)11-25-12.5(1) (1)11.25-12.5(1) 2000 Vis. Pale Texas Neutral 

No. 2 fuel...(2)11-125(1) (2) 11-12.5(1) 

No. 3 fuel. ..(1)11-12(1) (1)11-12(1) IN ORDER TO REDUCE STOCKS 


36-46 gravity(2)11-125(1) (2)11-12.5(1) 


CENTRAL MICHIGAN (FOB Central Michi- WILL SELL BELOW MARKET 
gan refineries. ) . ———— 

Range oil .(2)12-13(1) (2)12-13(1) Write, Wire or Call 
46-49 w.w. 


pkggon see --(1)12.25-18(1)  (1)22.25-49¢1 CONTINENTAL REFINING CO. 
me's heme... (1)11.5-12.5(1) (4)12-12.5(1) OiL CITY, PA. 


straw ....(4)11.5-11.75(1) (4)11.5-11.75(1) | 
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Oil Price Section Refinery & Terminal Prices (Continued) 




















Prices in Effect Jan, 24 Jan. 17 SPECIAL NOTICE 
Bright Stock-Conv onal Owing to present short . 
metas Ben ong or the posting of tm hn og of many products, some sellers are withholding public quotations 
dh y $103) ees would quote to trad _ some products but are giving OILGRAM the prices they otherwise 
7 ae ’. e in general and which today they confine mostly to their regular customers only 
0-10 p.p. ..(3)26-28(1) (3)26-28(1) 
10-25 p.p. ..(2)26-26.5(1) (2)26—26.5(1) 
150-160 vis. EE 27(1) 27(1) Atlanti 
0-200 vis tlantic & Gulf Coasts 
0-10 p.p. ...(1)25-27(1) (1)25-27(2) Prices ¢ , 
Bright Stock——solvent FOR a of seinen, FOB their refineries & tanker terminals, and of tanker terminal operators 
150-160 vis. 0-10 inals. Ships’ bunkers prices are exclusive of lighterage. Prices in effect Jan. 2A. 
p.p., 95 v.i.(1)34-3511) (1934-3501) o 
Neutral Oils—Solvent < ~ Oct. 78-80 Oct. 78-80 Oct. 74-76 Oct. 74-76 Oct. 
1? Jis ‘ ri . > 
anew, wae ance " District @aeannee an a ‘ . Prem. _ Reg. . Reg. 
me Ne 2 ) 24(1) . ¥. Harter asoline Gasolinett Gasoline** Gasolinet 
-Z2 7 + P a) » 2 é 
90-95 v.i (1)22-24(1) (1)22-24(1) do barges it ritete re ) a } titer rye 
= > -J-1Ld.« ) v- : } 
3095 vii, .-.  24(1) 24(1) aon ermamecess? «6 S568) (6) ae oS 311) 
SOUTH TEXAS (Neutral Oils) do barges GiLaasisa) (1)10-4-11,9(1) 
(Vis. at 100° F. FOB refineries for domestic Baton Rouge 11.301) algunas ; - (1)10.4-11.9(] 
PALE —— do barges 11.301) ry 10:31 1) 
ALE OILS: Boston 9-1. ‘ wes) 23 
VIS. COLOR roe EE : eT ae bass 13.5(1) (1)11-12.3(1) 
100 1%-2%..(2)9.5-11(2) (2)9.5-11(2) Corpus Christi (112-130) ae (3990.6 32.C3 
200 No, 2-3. .(4)12-13.5(1) (4)12-13.5(1) Houston (1912-1341) (1)12-13.5(1) ‘a i 11(2) 
300 No. 2-3..(5)13-14.5(1) (5)13-14.5(1) do barges (1912-13511) 1271 (S)EN-38.50) TT a baa) 
500 No. Jacksonville F > 2.12 75 5 ; d > 95 
" 24e-3% ...(4)14-15.5(1) (4) 14-15.5(1) Miami... aa aS-8¢3) aid | 
750 No. 3-4..(4)15-16.5(1) (4) 15-16.5(1) Mobile 12.8(2) ae als 11.8(9) 
1200 No. 3-4.(5)16-17.5(1) (5) 16-17.5(1) New Haven 14(2) tr 3 5(3) 
Pape No. 4. .(4)17-18.5(1) (4)17-18.5(1) New Orleans 11.512) 12.5(1) (1)10.5-10.75(1) 11.5(1) 
cD OILS: do barges 11.542 12.511) 1 ) F ) R75 F 
100 No. 5-6.(2)9.5-11(1) (2)9.5-11(1) Norfolk (1)11.8-12.35(1) : eeatiaaanaabiad y| 
200 No. 5-6.(4)12-13.5(1) (4) 12-13.5(1) Pensacola 2818) Ate? Pia 
390 No. 5-6.(5)13-14.5(1) (5)13-14.5(1) Philadelphia (2)13.25-1 3.711) 14.2 > : 12 7(2 
500 No, 5-6. (4)14-15.5(1) (4)14-15.5(1) do barges (1)13.15-13.6(1) aad lt gt ys 
750 No, 5-6.(4)15-16.5(1) (4)15-16.5(1) Port Everglades 12 ry 1 , : 12.8(1 a 
750 No. 5-6.(4)15-16.5(1) | (4) 15-16.5(1) Portland (1)13'55-13.8(1) 13.841) Se-oee? 
1200 No. 5-6.(5)16-17.5(1) (5)16-17.5(1) Providence (1)13.55-13.8(1) 13-81 12:3¢5) 
2000 No. 5-6. (4)17-18.5(1) (3)17-18.5(2) Savannal 284). ; ge 
CHICAGO (From Mid-Continent p.l, crude) Tampa x ; > 4 3 +t Let 
Neutral oils vis. at 100° F. 0 to 10 pp. Wilmington or — a 
Pale Oils: N. Cc 9)11.85-12.25(2 » OF ‘ F 95 (2 
Vis. Sinkew ‘ (2)11.85-12.25(2) 3.2501) (2)10.85-11.25(3 
60-85—No. 2 11.75(1) 11.75(1) 
86-100—No. 2 12.25(1) 12. 25(1) Kerosine— Gas-House No. 5 Fuel No. 6 Fuel 
150—No. 3 .. 16.5(1) 16.5(1) No. 1 Fuel No, 2 Fuel Gas Oil (0-10 p.t.) (15-60 p.t.) 
180—No, 3... 17.5(1) 17.5(1) N. Y. Harbor 10.3¢15) 9.1(17) (1)9.2-9.5(1 (5)$2.93-3.40 $2.72 
200—No 3. 17.5(1) 17.5(1) do barges 10.2415) (2)8 5-917) 4 = 5 ) e soy GQ sz iL, : 
250—No, 2 18.5(1) 18.5(1) Albany (6)10.4-10.7(2) | (1)9.2-9.5¢1) 9.7(1) 3 66(1) oes 
Red Olls: . 3altimore (10)10.3-10.5(1) (10)9.1-9.4(2) 9 261) ae 9 79,1 
+4 — 5 oF ett) 17.5(1) , 40 barges 10.213) 9(6) z 2 6761 
No. 5 7.561) 7.5( saton Rouge 9.7(1) 5.5 ) nie 
250—No. 5 18.5(1) aa Beat do baleen. . 9-741 aBta> 
280—No. 5 .. 19.5(1) 19.5(1) Boston (13)10.4-10.5(1) (13)9.2-9.341 ( 2 2 905 y 7 
- ~ D.« : > O9.2-4.001) 601) 41)3.11-3.20561 2.97(1 
300—No. 5 .. 20.511) 20.5(1) Charleston (1)10.1-10.7(1) (4)9.2-9.701) 
Note: Viscous oils, 15 to 30 p.p. are quoted Houston (1)9.125-10.25(2) (3)9-9.501) 
0.5¢c lower; 60-85 and 86-110 No. 2 non-viscous do barges. .(1)9.75-10(1) (1)7.75-961) > 3511) 
ofls 15 to 30 p.p. 0.25¢ lower. Jacksonville (7)10.7-11.375(1) (3)10.3-10.501) nese 
Unfiltered Steam Refined (Viscosity at 210°) Miami (5)10.7-10.85(1) (2)10.2-10.3(2) 
Oe Sino ves 19.5(1) 19.5(1) Mobile 10.714) *"10.20) 
BOO évecceode 20.5(1) 20.5(1) New Haven (7)10.4-10.501) (6)9.4-9.5(2) 
BOO ccecccces 21.5(1) 21.5(1) New Orleans. (2)9.7-10.1(3) (1)8.85-9.3(1) 
Bright Stocks, 160 vis. at 210° do barges. .(1)9.7-10.5(1) (1)9-9.25(1) 
0 to 10 pp. 29.5/1) So Norfolk (5)10.3-10.6(1) (3)9-9:3(2) 9.101) (1)2.64-2.69(1 
15 to 25 p.p. 29/1) 29/1) Pensacola (1)10.5-10.7(2) veil 
30 to 40 p.p. = 28.5(1) 2 Philadelphia .(8)10.3-10.5(1) 7)9.1-9.4(2) 9.2(1) (4)2.75-2.90 
EF filtered , 28.5(1) do barges 10.2(5) ¥ 917) : on rsa mates 
ms, Stock 21.571) 21.5(1) Pt Everglades(6)10.7-10.85(1) 10.314) 
Note: To obtain prices delivered ir Portland (7)10.4-10.5(1) (7)9.3-9.4(1 9.701) 
add 0.6c per gal » vered in Chieago Providence (8)10.4-10.501) (8)9,2-9.341) S etkp 2.956(1 
Savannah 10.7¢(7) (2)10.2-10.3(1) apales 
Tampa (8)10.7-10.85(1) €3)10.2-10.374) 
Naphthas and Solvents Wilmington 
(FOB Gocep 3) I ( (6)10.2-10.501) (6)9,2-9.541) 
Stoddard 
solvent (3)10.875-11.625(1)(4) on ons 4) No. 6 Fuel Bunker © Fuel Dies 
Gieanere 1.625(1) (4)10.875-11.625(1 No. 6 Fuel Barges Ships’ Bunkers Ships’ Bunkers ghece femnte 
npth. (3)11.375-12.125(1) (4)11.375-12.125(1) N. Y. Harbor . (8)$2.35-2.45(1) $2.30(12 $2.30(8) (3)$3.95 2 9.5-9.6 
“aoe : he. 22007 \lbany 2.8001) ’ ) "S 8011) sata Hes reg tt 
Npth. (5)11.375-12.125(1) (6)11.375-12.125(1) 3altimore 2.35(3) 2.30(2) 3.95(2 9.5-9.8(2 
Mineral rae gaton Rouge 1.85¢1) 1: 1) —— (1)9.5-9 Sle 
Spirits. (4)10.375-11.125(1) (5)10.375-11.125(1) Boston (5)2.375-2.605(1) : aaace) 3 99(1 ' 9(1) eo 
Rubber = Charleston 2.28(2) x 9 23 >) rs 95(1) ial amas 
solv. .(1)10.875-11.375(4) (1) 10.875-11.375(4) Corpus Christi 1.85(1) 1.80(1) (1)1 $0-2.05(1) (1)3 i 3.89(1 — 
Lacquer : . Houston (4)1.85-2.0501) (4)1.8S0-2.0501) (4)1 80-2.05(1) (1)3 61-3 6511) (4)9.25-9.5(2) 
ail... .(3)11.625-12.625(1) (3)11.625-12.625(1) Jacksonville 2.26(5) 2 1 98(9) (4)10.2-10.3(1 
Benzol dil. (2)12.125-12.55(1) (2)12.125-12.55(1) ~ pena ae 2 10.2(1) 
WESTERN PENNA. New Haven 2.355 (2) 2.: (3)9.8-10.2(1) 
Other Districts: New Orleans. .(2 (3)1.80-2.63(1) = (2)1 (1)3.36-3.89(1) (1)9.3-9.425(1 
Untreated Npth. 12.5(1) 12.5(1) ennai 2.2713) : 3.95(1) (1)9.4-9.71) 
en Solv. (3)13-14(1) (3)13-14(1) Philedetnh i sy: (1 byes : 1 >: weep 
OHIO—Quotations of Breage ested — )2.30-2.35(6) = (1) 2. (1)3.95-4.10(1) (1)9.4-9.6(1 
ana> satnen: 8.0. Ohio for delivery to 0  pacaaena 2 21(2) 7 $.28(1) 10.2(1) 
VM&P Naphtha, Mineral Providence 5 + at 9 (2)9.7-9.8(2 
Spirits & Stoddard Sa a ee ot —¢ 9.6(2) 
Solvent .... 16 16 oe Pe 9 Pee, #.28(2) 10.2(5) 
Rubber solvent 15.5 15.5 Ww. i (SPS ESSERE) (DS a-SORe? (5)10.2-10.30 
E. TEXAS (Truck Trnspt.) N. ¢. 
Stoddard pis - caetees 3.951) 
solv. ....(1)10.75-11.25(1) (1)10.75-11.25(1) otor Me & Research octane ratings are approximately same. tf Research octane ratin 
KANSAS (For Kan. Dest’n. onl soe . is minimum of 5 points above Motor Method rating. tf Research octane rati inim ° 
Stoddard P ») points above Motor Method rating sa ica acacia | 
Solv. .(1)11.375-12.375(1) (1)11.375-12.375(1) (Additional Gulf Coast prices on page 59) 
WAX 
WESTERN PENNA, (Bblis. C.L 
White Crude Seale: 
122-124 A.m.p.(2)5—5.75(1) (2)5-—5.75(1) 
124-126 A.m.p.(2)5-5.75(1) (2)5-5.75( 1) Lake Port Terminal Prices 
CHICAGY (FOB Chicago District refinery of 
que solace in bags or 100 Ib. cartons, carloads Prices in Effect Jan. 24 
arloads, slabs loose, 0.7c less. Melting points k 
are EMP (ASTM methods): add 3° F. to con- = : Buffalo Cleveland Detroit Toledo 
vert into AMP. a — Ethyl Pa nn 2). ne to 
Fully refined: a Am ara (2) 13 3 13 6(1) a ie . 
122-124 ..... 7.7 7.7 Diesel Fuel th aa 31) pane 11.5(1) 
196-137 «.... 7.8 7.8 No. 1 Fuel * Naas 
et eee s . No. 2 Fuel .... (1)10.8-11.1(1 pins 11 35(2 Ht Ab a oe +t hy 
130-132 . 8.05 8.05 No. 3 Fuel (1) ceees 11.35(2) (1)10.1-11.5(1) 
483-184 ..:.. 8.3 8.3 No. 5 Fuel + a ante ae 
985-137 ..... 8.7 8.7 No. 6 Fuel oo" 9 > -Senr? 9.05 (2) (1)7.75-8 .58(2) 
: (1)8.7-9.701 8.5001) 8.8(2) (1)7.50-8 .33(2 
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Refinery & Terminal Prices (Continued) 


Natural Gasoline 


(Group 3 & Breckenridge prices are to biend- 
ers on freight Basis shown below. Shipments 
may originate in any Mid-Continent manufac- 
turing district.) 

FOB GROUP 3 

Grade 26-70 . .8.5(Sale) 
FOB BRECKENRIDGE 
Grade 26-70 ..... 8( Quote) 


LPG Prices 


(Of refiners, FOB refineries, in cents per gal., 
tank 


8.5(Sales) 


8 (Quote) 


mercial dustrial mercial trial 


District Propane Propane Butane Butane 
N.Y. Harbor.. ¥(2) 9(1) 9(1) 9(1) 
Philadelphia .. 9$(2) a awe oe0e eeee 
Baltimore... 9(1) coos oese coos 
Hastings, W. Va.7.25(1) .... 7.25(1) 
New Orleans .5.375(1)a , os 
Toledo ... ’ 9(1) Swes 9(1) 


(a) Tank cars only. 


Mid-Continent Lubes 


(At Gulf; in packages, FAS, New Orleans. 
in bulk, FOB terminals) 


Prices in Effect Jan. 24 


Bright Stock Steel Drums Bulk 
D color, Vis. at 210° 

*50 vis., 0-10 p.p.(1)39.5-43(1) (1)28.5-30.8(1) 
Neutral Oil Col. 


200 vis. 3. Seee 18.8(1) 
Wax 
Melting points are AMP, 3° higher than 
EMP. Tices are for carload lots. Domestic 


prices are FOB refinery; scale in bags or 
bbis.; fully refined, slabs loose. Export prices 
are FAS; scale in bags or bblis.; fully refined 
in bags or cartons. 


Prices in Effect Jan, 24 
New Orleans N.Y. N.Y. 
Orade Scale Export Domestic Export 
122-4 wh. ree 5(2) eer 
124-6 wh. 5.3(1) 5(2) (1)5.25—5.9(1) 
Fully voor 
123-5 ° (2)6.9-6.96(1) 


125-7 23 81) (1)6.96- 7(2) (1)7.7-7.95(1) 
128-30 . 8.1(1) cn oot 7.1(2) (1)7.7-8.05(1) 
130-32 8.311) : (1)8-8.25(1) 
133-5 .. 8.35(1) (1)7 26- 2. 35(2) (1)8.1-8.3(1) 
135-7 .. 8 6(1) 7.6(2) (1)8.3-8.55(1) 
138-40 . 9(1) (1)7.86-8(2) (1)8.4-8.95(1) 
143-5 .. 10.1(1) (1)8.63-9.1(1) (1)9.4-10.05(1) 
148-50 . 12.5(1) 11.5(1) 12.45(1) 
Naphtha 
Prices. in Effect Jan. 24 

V.M.&P. Mineral 

Naphtha Spirits 
New York 

EE. pega wai 15(4) 14(5) 

Philadelphia .... 15(4) 14(5) 
Baltimore ...... cons 13.5(4) 
Boston ee se0 15.5(4) 14.5(5) 
Providence ..... ween 14.5(3) 


Export Prices 
Prices in Effect Jan. 24 
Mexican Gulf Ports 


U. 8S. Dollars per Bbl. 
Bunker C Diesel 


(Ships’ (Ships’ 
Bunkers) Bunkers) 
mpico , pevena $2.00 $3.75 
eracruz , ‘ 2.00 . 
linatitlan .. 2 00 75 
Pacific Coast 
PORE 6.68.60s000 8000 $3.16 $3.95 
EN 60660000000 3.16 3.66 
OO GUE ccccecwces 3.16 3.50 


Pacific Coast 
Prices in Effect Jan. 24 
in Ships’ Bunkers, Diesel Fuel Bunker C Fue 


or Deep Tank Lots) (P.S. 200) (P.S. 400) 
jan Pedro, 
Calif. .... $3.35(4) $2.20(4) 
an Francisco 3.56(4) 2.25(4) 
rtland, Ore. 3.77(4) 2.50(4) 
eattle, Wash. 3.77(4) 2.50(4) 
Petrolatums 


WESTERN PENNA, (Bbis., carloads; tank 
“ar, 1 to 1.5¢ less.) 
now White. (1)6.375-8(1) (1)6.375-8(1) 
y White... .(2)6.125-7.25(1) (2)6.125—7.25(1) 
eam White. (2)5.875—6.75(2) (2)5.875—6.75(2) 


ght Amber. (2)4. 875-5.5(1) (2)4.375-5.5(1) 
MO 6<0ee0 (2)4.125—5.25(1) (2)4.125—5.25(1) 
ved oeeeee o (1)4-5.125(1) (1)4-5.125(1) 


January 26, 1949 


Oil Price Section 





SPECIAL NOTICE 
Owing to present short supply of many products, some sellers are withholding public quotations 
or the posting of firm prices cn some products but are giving OJLGRAM the prices they otherwise 
would quote to trade in general and which today they confine mostly to their regular customers only 


Gulf Coast—Cargoes, Domestic & Export, All Ports 


Cargo prices are FOB ship at Gulf, minimum of 20,000 bbis., and are by refiners only to other 
refiners, export agents, or tanker terminal operators, The figure in parentheses after each price 
indicates the number of companies quoting that price. Prices in Effect Jan, 24. 

Aviation Gasoline 
Grade 115/145 (AN-F-48) ..........ccccceesee 18( 


1) 
Grade 100/130 (AN-F-48) .........-eeeeeee+0+ 16.25(1)-16.75(1) 
Grade 91/98 (AN-F-48) ....cccccccccscccsesss 14.75(1)—15.75(1) 
Se ED deddvcucwctaccecedenccoes BE 


Motor Gasoline Leaded 
*78-80 Oct, (Premium) 


eoeeetesesecccencocecss BReeEPeaaseee 
t78-80 Oct, (Premium) db. ce cedecrecnscecenss Ba eens? 
tt78-80 Oct. (Premium) eoccccccccccccessecsee Ast —1Z.25(1)—-12.5(1) 
<24-36 Oct. (Regular) ....c.cscccccccseceseese 9.0¢€1)—-10(1)—10.75(2)—-12(2) 
+74- 76 Oct. eet) pan ‘ ri 9 .5(1)-10.5(1)-—11(2)-11.5(1)-12(1) 
70-72 Oct 9(1) 9 5(1) 9. 75(1)- 10(1) 10. 25(1)-—10.5¢1)-—10.75(1)-—11.541)-1241 


* Motor Method & Research octane ratings are approximately same 
+ Research octane rating is minimum of 5 points above Motor Method rating 
tt Research octane rating is minimum of 10 points above Motor Method rating 
Kerosine & Light Fuels 
41-43 kerosine e° ° 9 
No 2 Fuel . we : 7 
Diesel & Gas Oils 
eee Se EE og cance avacan dese dvseesdesesssn See 
2 Diesel index 8(1)-8.125(2)-8.25(1)-8.75¢1) 


(3)—9.75(1) 10(2 
75(5)—8(1)-—8 .5¢ 


1)—9(1) 





53-! Diesel index ..... eee ea heehnn .“ . 8.25(1)-8.375(1)-8.5(1) 
Heavy Fuels—Cargoes 
No. 5 Fuel, 0-10 p.t senee . seeee . ° $2 .35(1)—2.60(1)—2.75(1) 
3unker C Fuel ... ‘ $1.70(1)—1.75(4)-2.00(4)-2.50(1) 


Heavy Fuels—Ships’ Bunkers (ex -lighterage) 
Below 28 grav. heavy Diesel 
28 Grav. & above Diesel 
Bunker C Fuel 


$3.15(1)-—3 .36(3)-3.40(1) 
3.61(3)-—3 .65(1)-—3.89/1) 


$1.80(9)—2.05(3)-2.5001) 


Aviation Gasoline & Jet Propulsion Fuel 


Prices in Effect Jan, 24 


(Prices are for tank cars, barge or truck transport lots; aviation gasolines meet Specification AN- 
F-48, unless otherwise noted, jet fuel meets AN-F-32.) 


Aviation G i 














District Grade 115/145 Grade 100/130 Grade 91/98 Grade 80 Jet Fuel(JP-1-2) 

New York, N. Y. 19.85(1) 18.1(3) (2)16.6-16.7(1) (1)15.7-15.85(1) 

Boston, Mass. .. een 18.2(2) 16.7(2) 15.95(1) 

Portland, Me. . ° coe 17.8(1) 

Phila... Pa. ..«.. enee 18.1(1) 16.6(1) 

Baltimore. Md. . Snes 18.1(2) (2)16.6-16.7(1) (1)15.7 15.85(1) 

Norfolk, Va. .... oees 18.1(2) 16.6(2) 5.85(1) ee 

Charleston, 8. C. cane 18(2) 16.5(2) 15 75(1) — 

New Orleans, La. 18.75(1) 17(2) 15.5(2) 14.75(1) 10.45(1) 
(Baton Rouge) 

Houston, Tex. .. 18.75(2) 17(3) 15.5(3) 14.75(2) 10.45(1) 


Tanker Market Report 


Supplied by Dietze Inc., New York, N. Y., oil & ship brokers & tank steamer chartering 
agents. Wherever reference is made to USMC, it is to be considered the USMC rate in effect June 
30, 1948 for vessels over 14,000 TDW. The rates shown under the headings ‘‘Last Paid’’ & ‘‘Owners 
Ask’’ refer to vessels over 14,000 TDW. All rates shown are on basis of tons of 2240 pounds @& ta 
dollars per ton. Approximate rates in cents per bbl. may be determined by dividing per-ton rate 
by following conversion factors: gasoline, 8.7; kerosine, 7.9; No. 2 fuel. 7.5: 30 gravity crude 
7.3; No. 5 fuel, 6.9; bunker ‘‘C’’, 6.5. 


LAST PAID OWNERS ASK 


Gulf New York.. -(Clean)....§ 2.7075 $ 2.7075/$2.85 
(Dirty) 2.4225 2.4225/$2.565 

N.W.I U.K. /Continent oe . 6.05875 6.55 

tas Tanura North Hatteras... peonees Se 12.065/§12.70 


UNITED STATES FLAG CHARTERS 


VESSEL Piagee CARGO TRADE K AT I LIFTING 
1/14 HENRY M. DAWES 15,500 Dirty USGulf/USNH $ 2.4225 Mid Feb 
1/14 R. E. WILSON 15,500 Dirty USGulf/USNH 2.4225 Early Feb 
1/17 CARRABULLE 9,500 Dirty USGulf/USNH 2.565 Early Feb 
1/17 THE CABINS 15,500 Gasoil Trinidad/ United Kingdom 6.55 End Jan 
1/17 EVISTAR 9,500 Dirty USGulf/USNH 2.565 Late Jan 
1/18 LA BREA HILLS 15,500 Clean USGulf/USNH 2.7075 Early Feb 
1/19 FOUR LAKES 15,500 Clean Wilmington/Portland 1.80 Early Feb 
and/or Seattle 
(Basis Wilmington, Portland) 
Two consecutives 
1/19 ATLANTIC REFINER 15,500 Clean USGulf/USNH $ 2.7075 End Jan 
1/19 PERRYVILLE 15,500 Dirty USGulf/USNH 2.49375 End Jan 
1/19 SANTIAGO 12,000 Dirty Trinidad/ United Kingdom 6.05875 Early Feb 
followed by Pers. Gulf/Germany 10.6275 

(Basis Ras Tanura loading) 

1/21 AMERICAN TRADER 15,500 Dirty USGulf/USNH $ 2.4225 Late Jan. 
1/21 HARVEY W. WILEY 9,500 Dirty Philadelphia/Houston Lump sum $14,500 Late Feb 
FOREIGN FLAG CHARTERS 
IOANNIS ZAFIRAKIS 15,500 Dirty Pers. Gulf/France $10.6275 Jan 

(Basis — As Tanura/Fr. Atlantic) 
DALFONN 13,000 Dirty N.W.1I./UKCont 32/6d Feb 
POLYCASTLE 12,000 Dirty N.W I./UKCont 32/6d Feb 
PEIK 9,000 Dirty N.W.1./UKCont 32/6d Feb 
BRITAMSEA 12,000 Dirty N.W.1./UKCont 32/6d Feb. 
INDIANA 8,000 Dirty N.W.1./UKCont. 32/6d Feb 
DURANGO 10,000 Dirty N.W.1./UKCont 32/6d Feb. 
HOEGH HOOD 14,000 Dirty N.W.1./UKCont 32/6d Feb 
BEAU 13,000 Dirty N.W.I1./Norway 37 Feb 
STORANGER 13,000 Dirty Pers. Gulf/Australia 56 Feb 
DAG 1 9,000 Dirty Pers. Gulf/UKCont 57/6d March 
VIN 10,000 Dirty Pers. Gulf/UKCont 57 /6d March 
JOHN c HANDRIS 15,500 Dirty Pers. Gulf/UKCont 57/6d less 24% March 


(Last three fixtures 10 months consecs. Rate based Abadan loading) 


For purposes of rate calculation only, it has been assumed that New York is the port of dis- 
charge whenever the range USNH appears 
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Oil Price Section 





Cemmercial er consumer tank car, 


station prices for gasoline do not include taxes; 
clude inspection fees as shown in next column. Gasoline taxes, shewn in 
separate column, include 1.5c federal, and state taxes; 
county taxes as indicated in feotnotes. Kerosine tank wagon prices aiso 
do not include taxes; kerosine taxes where levied are indicated in foot- 
notes. Dealer discounts are shown in footnotes. These prices in effect 
1949, as posted by principal marketing companies at their head- 
quarters offices, but subject to later correction. 


Jan. 24, 


Atlantic White Flash 
Regular Grade) 
Gaso- Gaso- Kero- 

line line sine 


ATLANTIC 
REFINING 


T.W. Taxes T.W. 
Philadelphia, Pa, ...... 13.7 5.5 3.5 
PUNE ccccccccesee B68 5.5 14.4 
POW wccccecccseres Bae 5.5 14.1 
De w6tetebvvedévacscn Te 5.5 14.4 
DD corccosecensse Be 5.5 14.4 
PE, 6ncderesvencad eee 5.5 14.4 
DENGUE ccccceesesess BO 5.5 14.4 
Dh. pecoternscee tne ae 5.5 14.4 
Uniontown 14.6 5.5 14.4 
Harrisburg ... 14.3 5.5 14.1 
Williamsport 14.6 5.5 14.4 
Dover, Del. 13.2 5.5 13.8 
Wilmington 13.2 5.5 3.5 
Boston, Mass 13.5 4.5 Se 
Springfield 14.3 4.5 ee 
Worcester 13.8 4.5 Ses 
Fall River ...... 13.5 4.5 oon 
Hartford, Conn. 13.9 5.5 ee 
New Haven 13.8 5.5 vow 
Providence, R. I. .. 13.5 5.5 aa 
Atlantic City, N. J. 13.1 4.5 13.3 
Camden ree 13.1 4.5 13.3 
Trenton Saua bint joe 13.1 4.5 13.3 
Baltimore, Md 13.0 6.5 13.1 
Hagerstown 13.8 6.5 13.9 
Richmond, Va awe 13.3 7.5 13.7 
Wilmington, N. C, 13.5 7.5 13.5 
Brunswick, Ga. ... 15.0 7.5 14.3 
Jacksonville, Fla. 14.4 5 13.7 


Mineral Spirits V.M.&P. 


T.W. T.W. 
Philadelphia, Pa. .. 15.00 16.5 
Pittsburgh, Pa. .... 17.5 18.5 


Fuel Oils—T.W. 


1 2 5 6 

Phila Pa sca Bom 12.0 7.65 6.75 
Pittsburgh Tr 12.9 ° ° 
Allentown ..... 14.1 12.6 ee 
ee, Del. 13.5 12.0 os 
Dover. 12.3 ° 
Springfield, M: ass. 13.1 as 

orcester . 12.6 : 
Hartford, Conn.. 12.6 


Faxes: 


Brunswick, Ga., kerosine price does not in- 
elude ic state tax. 


Notes: 


Kerosine—Thru Penna. & Del., add 2c per 
gal. for t.w. deliveries of less than 25 gals. 
at one time. 

Tank Wagon prices are to Dealers & Con- 
sumers. 

Mineral Spirits prices also apply to Stoddard 


Solvent; V.M.&P. prices also apply to Light 
Cleaners Naphtha., 


CONT'L (N. B. Prices are Continental's 
‘“‘normal’’ prices, Current sell- 

ONL ing prices may be lower than 
‘“‘normal’’ because of local com- 
petition.) 


Conoco Demand 
N-tane (3rd Gaso- Kero- 
—— Grade) line sine 
Tank Wagen Taxes T.W. 


Denver, Colo 14.8 13.8 7.5 16.1 
Grand Junc 17.2 16.2 7.5 17.5 
Pueblo 15.8 14.8 7.5 15.6 
Casper, Wyo. « 7 14.7 6.5 14.9 
Cheyenne cee Bee 14.8 6.5 16.4 
Billings, Mont. 17.0 16.0 6.5 16.2 
EE. dds ch tedieie 18.0 17.0 6.5 17.9 
Great Falls 17.0 16.0 6.5 17.9 
rer 17.5 16.5 6.5 17.9 
Salt Lake, U. .. 16.4 15.4 5.5 16.5 
Twin Falls Ida. 19.2 18.2 7.5 19.3 
Albuquer N. M. 15.6 14.6 7.0 15.0 
Roswe!! E 14.8 13.8 7.0 14.3 
Santa Fe 15.9 14.9 7.5 15.3 
Muskogee, Okla.. 14.0 13.0 7.0 12.9 
Oklahoma City 14.0 13.0 7.0 12.9 
WU wccccccces 14.0 13.0 0 12.9 
Taxes: 

Gasoline tax column includes these city 


taxes: Albuquerque & Roswell, 0.5c; Santa Fe, 
lc; Cheyenne, 1c; Casper, lc. 


Notes: 
T.W. prices are to consumers & dealers. 
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tank wagen, dealer and service 
they do, however, in- 


Tank Wagon Prices 


aiso city and 


and Wisc. 3/100c. 


Inspection fees per gal., 
unless otherwise specified, are as follows: 





included in both gasoline and kerosine prices, 


Ala. 1/40c on gasoline; Ark. 1/20c; Fla. 1/8c; Ill. 3/100c; Ind. 2/25e; 
Kans. 1/50c; La. 1/32c; Minn. 5/200c; Neb. 2/'100¢; Nev. 1/20¢; N. C. 
1/4c; N. D. 1/20c; Okla. 2/25c; S. C. 1/8c; S. D. 1/40c; Tenn, 2/5e; 


Kerosine inspection fees only: Ala. 1/2c; lowa 1/50c; Mich. 1/5c. 


HUMBLE Humble 
(Regular) Gaso- 

OIL Tank Re tine 

Wagon tail Taxes 
Dallas, Tex, ..... 13.0 18.0 5.5 
We, CONG sceveue 13.0 18.0 5.5 
DN wecscscce Bee 18.0 5.5 
San Antonio ..... 13.0 18.0 5.5 

Kerosine 
Tank Wagon 

Dees, TOE. cecvces 12.5 17.0 
Wt WEEE ccccoeces 12.5 17.0 
PR 12.5 17.0 
San Antonio ....... 12.5 17.0 
Notes: 


T.W. prices are to all classes of dealers and 
consumers. 


Esso Gasoline 


IMPERIAL (Regular Grade) 
OIL Kero- 


Gasoline Gaseline sine 

T.W. Taxes T.W. 

Hamilton, Ont. .... 21.0 11.0 23.0 
SOUMMO ccscecees ee 21.0 11.0 23.0 
Brandon, Man, .... 27.2 9.0 29.2 
WIGS ccccccccce Seek 9.0 27.4 
Regina, Sask. ..... 24.5 10.0 26.5 
Saskatoon ......... 26.5 10.0 28.5 
Edmonton, Alta, ... 20.7 9.0 22.7 
ers 9.0 22.7 
Vancouver, B. C. .. 19.5 10.0 24.0 
Montreal, Que. .... 21.0 11.0 23.0 
St. John, N. B. .... 18.0 13.0 22.0 
Halifaz, N. &. .... 18.0 13.0 22.0 


Taxes: 
Gasoline taxes are provincial taxes. 


Notes: 

Prices are per imperial gal. 
U. S. gals. T.W. 
divided dealers. 


which is 1.2 
prices are to divided & un- 


Fire-Chief Gasoline 


TEXAS 


(Regular Grade) Kerosine 
co Dealer Gasoline Dealer 
- T.W. Taxes T.W. 
Dallas, Tex. .... 13.0 5.5 12.50 
Fort Worth ..... 13.0 5.5 2.50 
Wichita Falls .. 13.0 5.5 12.50 
Amarillo ....... 13.0 5.5 12.50 
TE satecssnste Bee 5.5 12.50 
me WED ccsccess BO 5.5 13.85 
San Angelo .... 13.0 5.5 12.50 
WHEE eaecevsace 13.0 5.5 12.50 
BUG cecsececce 13.0 5.5 12.50 
Houston ......-- 13.0 5.5 12.50 
San Antonio .... 13.0 5.5 12.50 
Port Arthur .... 13.0 5.5 12.50 
Notes: 


Dealer t.w. prices apply also to all classes 
of consumers with minimum delivery of 50 gals. 


CHEVRON 


CALIFORNIA. CHEV EO 
STANDARD ular) 80 line sine 


T.T. T.T. Taxes T.T. 


San Fran., Cal. .. 14.1 17.6 6.0 15.6 
Los Angeles ...... 13.6 ee! 6.0 15.1 
PTOGMO accccscccee 15.4 18.9 6.0 16.9 
Phoenix, Ariz, 16.9 20.4 6.5 18.4 
Reno Nev a ‘ 16.8 20.3 7.0 18.3 
Portland, Ore, .... 14.7 18.2 6.5 ee Y 
Seattle, Wash, .... 14.7 18.2 6.5 oeoe 
Spokane 5 17.6 ai.2 6.5 21.6 
TACOMA .c-cccsecee 14.7 18.2 6.5 ay ut 
Boise, Idaho . 19.3 22.8 7.5 22.6 
Salt Lake, U. . 16.4 19.4 5.5 16.5 
Honolulu, T. H 15.1 18.6 7.5 16.6 
Fairbanks \laska 26.4 29.9 3.5 33.9 
Juneau ; oe 16.1 19.6 3.5 19.1 
Taxes: 

Boise 7.5c tax applies to motor fuel only; 


avgas taxes are 1.5c federal, 2.5c state. Reno 
7c tax includes 1.5c county tax. Honolulu 7.5c¢ 
tax applies to motor fuel only; avgas taxes 
are 1.5c federal, 5c territorial; Honolulu TT 
prices also do not include Hawaiian gross in- 








California Standard (Cont.) 


come tax of 1% to resellers, 2.5% to con- 
sumers, 


Prices for Chevron Supreme (Ethyl) are 1.5¢ 
above Chevron (regular). Prices for Chevron 
Aviation 91 are 2c above Chevron Aviation 80; 
for Chevron Aviation 100, 5c above Chevron 
Aviation 80; for Chevron Aviation 115, 8c 
above Chevron Aviation 80. 

Effective Jan, 20. 


ESSO Esso Gasoline 
(Regular Grade) Kero- 


STANDARD Gacetine Gasciine = sine 


T.W. Taxes T.W. 





Atlantic City, N. J. .. 13.1 4.5 13.3 
ee ee | 4.5 13.3 
Baltimore, Md. ...... 13.0 6.5 13.1 
CUMOTINRE 3 .ccccacese MD 6.5 14.5 
Washington, D, C. .. 13.4 5.5 13.5 
Danville, Va. ........ 14.0 7.5 14.4 
PORSIEE kcsccccsee 98.6 7.5 14.0 
Pr 7.5 13.4 
BOE = éacsvcascce Tee 7.5 13.7 
ENE adage ap oh(ada’ Ue 7.5 15.3 
Charleston, W. Va. .. 14.7 6.5 15.2 
POM siccccccsese HSE 6.5 15.5 
ParkersDurg ...cccccee 14.6 6.5 13.8 
WEG, tcccccccccee BS 6.5 16.4 
Charlotte, N. C. ..... 14.5 7.5 14.1 
RRS sdssutususesa Baee 7.5 14.3 
i. ee sveskions,as, ee 7.5 14.6 
PONE cccecccsessee BEG 7.5 14.8 
NE aw cacvcctsave: 368 7.5 3.8 
Charieston, 8. C. .... 13.4 7.5 
SD ec hecscosense 14.8 7.5 
Spartanburg .......0.. 14.0 7.5 — 
New Orleans, La. .... 13.2 10.5 12.9 
Baton Rouge ....ees. 2.9 10.5 2.5 
AIORARETIB. (ccccvcccive 14.2 10.5 14.0 
Lake Charles 13.0 10.5 13.3 
BMSOVEROTE cccccceess 34.8 10.5 13.0 
Bee ROTOR. ancctccces’ Faw 10.5 12.9 
Knoxville, Tenn. .... 14.3 8.5 13.9 
PEARS cciccavisicss MM 8.5 13.7 
CROCROROGRE cccccacee BMA 8.5 13.7 
WURGRIVED. ccvcccccesse 14646 8.5 14.3 
DE ‘guceecusG cian Sol 8.5 15.0 
Little Rock, Ark, .... 14.6 8.0 14.3 


Mineral Spirits V.M.&P. 


T.W. T.W. 
Newark, N. J. .ccces 15.0 16.5 
Baltimore, Md. ..... 17.5 ose 
Washington, D. C. .. 17.5 eee 
Fuel Oil—T.W. No. 1 No. 2 
Atlantic City, N. J... 13.3 12.0 
NOWAFK 200 cccccece . 13.3 12.0 
Baltimore, Md. ..... 13.1 11.9 
Washington, D. C,. .. 13.5 12.3 
GCE, VE. coccecs 13.4 11.4 
Petersburg eessevceee 14.0 12.1 
PRUNE ccc ccccees 13.7 11.8 
Charlotte, N. C. .... 14.1 12.4 
EE ccnseesceces 14.3 12.7 
OS rrr ee 14.8 13.3 
Charleston, 8. C, oan 11.8 
Columbian .cccccccce ° 12.9 
Spartanburg ........ 12.3 


Taxes: Louisiana kerosine prices do not in- 
clude lc state tax. 


Naphtha—Newark t.w. prices are for de 
liveries of 200 gals. or more; less than 200 
gals., 0.5c over posted t.w. prices; steel barrel 
deliveries, 2c over posted t.w. prices. Baltimore 
& Washington prices are for t.w. deliveries 
of 25-99 gals., no discounts, 

Notes: 

Gasoline T.W. 

dealers, 


Effective 12-23-48, minimum retail resale 
price of 17.1c for Esso Gasoline posted 
throughout New Jersey. 


prices are to consumers & 
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Tank Wagon Prices (Continued) 
SOCONY 
VACUUM 


Mobilgas Aircraft s/V_ s/V 
Grade ‘Ueade Grade Mobilgas Mobilfuel MOBILHEAT No. 5 Neo. 6 
Gasoline 80 91 100 (Regular Grade) Mobil Kerosine Diesel ; __ (No, 2 Fuel) — Fuel ued 
Taxes T.W. T.W. T.W. T.C. T.V T.C. : T.W. T.C. T.W. T.C. Yard r.W. r.W. r.w. 
New York City: , 
DEA ttbecaesa's 5.5 eee 19.5 akin cia 13.6 14.3 12.9 12 10.0 6.6 
650 bege eee 5.5 Jaen 19.5 13.6 14.3 12 12 10.0 6.6 
Pn -weswedaces dhol a 19.5 13.6 10.4 11.2 14.3 12 2 12 10.0 6.6 
tt. scvcewese ean pina 19.5 13.6 14.3 12 12 10.0 6.0 
tichmond....... 5.5 sit 18.9 ete scat i 3.7 10.3 10.7 13.6 12.6 ».1 12.2 10.0 : 
i, mae esse Sh 20.3 21.3 23.8 12.3 3.3 10.4 10.6 2.2 7 12.4 y 12.0 i.o 
Binghamton ...... 5.5 or <a win a 3.9 15.0 12.4 12.6 15.5 Ss 14.2 11.3 11.5 13.5 
Bualo .ecscccccces 5.5 20.0 21.0 23.25 13.3 14.3 11.7 11.9 15.0 11.2 14.1 10.5 11.0 13 10.0 
Jamestown ..... 5.5 20.4 os oo 13.8 14.9 12.0 - 15.5 , 14.7 11.7 14 
Mt. Vernon 5.5 ar xa 13.8 11 14.2 12.9 ) 12 It 
Plattsburg 5.5 ae ae an bis 14.6 11.7 11.9 15.2 oe 10.6 10.5 13.3 
Rochester 5.5 19.9 20.9 a 13.6 14.7 11.6 11.8 14.9 . 13.8 10.5 11.0 13.4 
Syracuse ...... a» 85 20.7 21.7 13.3 14.3 11.5 11.7 14.8 10.8 13.4 10.4 10.6 13.0 
Bridgeport, Conn... 5.5 -_ ° ieee 13.8 10.5 10.7 one bes eee 9.5 9.7 12.2 
Danbury ssences Mae ian 14.4 sen 11.8 sae me owe 10.7 13.0 
PUGH . oweceenes 5.5 . 12.6 13.9 11.1 11.3 10.3 13.0 9.9 10.1 12.6 
New Haven 5.5 19.5 12.5 13.8 10.4 10.6 9.8 12.5 9.4 9.6 12.1 
3angor, Me. 7.5 24.3 a 12.8 14.2 11.4 seen 15.0 10.6 13.3 10.2 12.9 
Portland a * 21.9 22.9 a 12.3 13.5 10.4 4.2 9.7 12.6 9.3 12.2 
Boston, Mass, . 4.5 17.2 18.2 20.45 12.3 13.5 10.4 14.3 1.6 12.7 9.2 12.3 
Concord, N, H. : 2 Paes fous en « he 14.3 os 12.4 ree ae 13.6 ; 10.9 13.2 
Lancaster ......... 5.5 . 15.5 es 13.1 16.2 — 14.4 ° 11.7 14.0 
Manchester ....... 5.5 . 14.1 Hite 11.9 15.2 aan 13.2 . 10.5 12.8 
Providence, R. I. . 5.5 18.3 19.3 2.3 13.5 10.4 11.0 14.1 9.6 12.6 9.2 4.6 i2.2 
Burlington, Vt. ... 6.0 ove 13.3 14.3 11.3 11.5 ° 10.4 13.2 10.0 10.2 12.8 
RutlIanG .ccccescsee 6.0 atone 14.7 11.9 13.6 10.7 12.9 
Tank Wagon Prices: Buffalo N. ¥. City Rochester Syracuse Boston Hartford Providence 
I MID bid bs Kad Rbakedndhe ea ca bic 16.5 15.0 17.5 18.5 16.0 17.5 16.5 
Ve. SORMMis 00 ccccceces $esenecvnecce ° 18.5 16.5 19.0 25.0 17.5 19.0 18.5 


Taxes: N.Y.C. prices do not include 2% city sales tax applicable to price of gasoline (ex tax). 

Discounts: Diesel—0.5c per gal. for single delivery of 800 gals. or more. 

Notes: Gasoline T. W. prices are to Consumers & Dealers. 

Notes: Syracuse V.M.&P. priee is m steel barrels. Jamestown t.c. prices are delivered prices; all other t.c. prices are FOB bulk terminals. 
No. 5 fuel prices at Boston & Providenee are for 15-60 p.t. oil; at other points, for 0-10 p.t. oil. 
Effective Jan. 10 
Effective Jan, 1s 


OHIO 


STANDARD Aviation Gasoline-Cons. T.W. Sohie X-70 Gasoline 
Sohio Rsso (Regular-Grade) Naphthas & Solvents—Cons. T.W. 
Avia. Avia. Esso Esse Con- Re- S.R, D.C. V.M.&P. Sohlo ; 

Gasoline 62 30 Avia. Avia. sumer seil- Sol- Naph- Naph- Varno- Sol- °Kerosine ©°No, 1 No. 3 

Taxes r Ctear 91 190 T.Ww. ers 8.8. vent tha tha lene vent T.W. Sohie-Heat Sohio-Heat 
Akron .... 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Canton ... 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.8 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Cincinnati 5.5 20.0 22.¢@ =3.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Cleveland . 5.5 20.0 22.0 22.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Columbus . 5.5 20.0 232.0 23.0 26.¢@ 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Dayton ... 5.5 20.0 23.6 28.0 %.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Lima ..... 5.5 20.0 22.90 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Mansfield . 5.5 20.0 22.6 238.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Marion ... 5.5 20.0 22.0 z3.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Portsmouth 5.5 20.0 2.0 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Toledo .... 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Youngstown 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 
Zanesville 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 20.0 20.5 20.5 20.5 20.5 14.25 14.25 13.5 


Taxes: Effective Jan. 1, 1948, hangar operators can purchase aviation gasoline less 4c per gal. State Road Tax by supporting purchase with 
State Tax Exemption Form A-10 to supplier. 

Discounts: Hsso Aviation—on contract to hangar operators and resellers, 2c off consumer t.w. 
Fuel Oils—Prices shown are for t.w. & drum deliveries of 50 gals. or more; prices for deliveries of less than 50 gals. are 0.5c¢ higher. 
Naphthas—To contract consumers off t.w. priees (except Lucas County) 300 to 999 gals., 0.5c; 1000 to 2499 gals., 0.75c; 2500 to 4999 gals., le; 
5000 or more gals., 1.5c. Lucas County: less than 50 gals., tank wagon price, 50 to 249 gals., 0.50c; 250 to 499 gals., 1c; 500 gals. or over 1.5c. 


Notes: Renown (third-grade) gasoline prices are same as X-70 unless other wise noted. S.S. prices are at company-operated stations 
Effective Jan, 19 


INDIANA Blue Crewn (3rd Grade) Oleum V.M.&P. Stani- STANDARD Diesel 


Ked Crown (Keg. Grade) 





Red Red BI Spirits Naphtha sol Taxes Crown Gaso- Kero- Fuel 
ue (Prices are base prices before discounts) Net line sine N 
STANDARD Cr’n. Cr’n, Cr’n. Gaso- Kero- Chicago 19.7 ; 20.7 °20.2 4.5 KENTUCKY Dealer Taxes T.W. T.W. 
Cons. Dir. Dir. line sine Detroit 6° 91:3 59°4 216 ror ‘ 
T.W. T.W. T.W. Taxes T.W. oS 192 18-7 1 5 Covington, Ky. ... 13.8 8.5 15.5 15.0 
cago, Il 17.9 °15.9 . 4.5 °16.1 St. Louis . "19.0 °20.0 °19.5 1.5 Lexington ... 16.0 8.5 15.9 15.0 
atur .. 17.6 °16.1 °15.6 4.5 °15.8 Milwaukee . 19.9 20.9 20.4 5.5 Louisville 15 S 14.8 14.3 
et 17.9 °16.4 °15.9 4.5 °16.1 Minneap'!s “205% °20.7 °20.2 1.5 Paducah 15.1 Q 14.6 14.1 
ri 17.7 °16.2 °15.7 4.5 °15.9 Fuel Oils T. W. , . ie , 14 13.7 
47. .8 °16.3 °15.8 5.8 °36.9 Chicago Jackson, Miss 14.9 ‘ - ) 
18.0 °16.5 9.9 *16,2 SStandard =  °Stanolex Vicksburg 14.4 7 13.7 13.2 
ith Bend ....°18.5 °17.0 5.5 °16.7 Heater Oil Furnace Oil Birminghan Ala 14 . 14.7 13.7 
troit, Mict »-- 16.9 15.4 4.5 14.9 1-99 gals - 15.6 14.9 , oo 
ind Rapids .. 16.9 15.4 4.5 14.9 100-149 gals : 14.6 13.9 Mobile 14.4 1.9 14 13.2 
ginaw ....... 16.9 15.4 4.5 14.9 150 gals. & over.. 14.1 : Montgomery . 15.0 9.5 14.5 13.8 
een Bay, Wisc.°18.3 °16.8 ©16.3 5.5 °16.5 150-399 gals . 13.9 Atlanta, Ga 15.1 7.5 14.4 13.9 
vaukee 18.1 16.6 16.1 9.9 °16.3 400 gals. & ove! ' 13.4 a = 
Crosse . 18.0 °16.5 5.5 °16.2 Stanolex Stanolex \ugusta lo ‘ 14.9 14.4 
utl Mini 18.1 16.6 ; 5.5 °16.3 Fuel A Fuel ¢ Macor 15.1 7.8 14.4 13.9 
Is.-St Paul 17.9 °16.4 °15.9 5.5 °16.1 1-749 gals. . ‘ 10.55 9.8 ee ; ‘ n - , 2 
nkato .......°17.9 °16.4 °15.9 5.5 °16.1 750 gals. & over 9'8 905 Savannal ' 14 ‘ is.¢ 2 _ 
Moines, ia 17.3 °15.8 °15.3 5.5 °15.5 Stanolex Furnace Oil Jacksonville Fl 14 8.5 13.7 13.2 
son City . 17.7 °16.2 °15.7 5.5 °15.9 100 gals. Miami 14.6 ~ 1 13.4 
Louis, Mo 17.2 °15.7 °15.2 4.5 °15.4 1-99 gals. & over Pe ai 14.4 13.7 13.2 
nsas City ... 16.4 14.9 14.4 5.0 14.6 Indianapolis mas 15.1 14.1 weuenene vhs 2 -! iow 
Joseph mene 16.4 14.9 $.5 14.6 Detroit . 14.3 13.3 Tampa 14.4 8.5 ] i 13.2 
go, N. D .9 "is.4 "36.9 &.8-°H.3 Milwaukee 15.1 14.1 . s 
s. D 18.4 °16.9 °16.4 5.5 °16.6 Minneapolis 14.7 °13.7 Taxes: 
hita, Kans 14.9 14.1 13.€ §.56 13.8 St Louis 14.1 °13.1 Gasoline tax column includes these city & 
iha I ee OF 6.5 °15.4 Kansas City we 13.4 12.4 county yoo a oo) San, le 
Taxes: county; Montgomery, ic city ¢ county; Pen- 
Stanavo Aviation Number 80 Gasoline tax column includes these city sacola, lc city. Other taxes not included in 
oe ae taxes: Kansas City, 1.5c; St. Joseph, & St. prices: Georgia, kerosine, 1c; Montgomery, 
°Cons. T.W. Taxes Louis, 1c. Naphtha tax column includes 1.5c kerosine & diesel, 1c; Mississippi, kerosine & 
Mict 29° 2 4.5 federal & state taxes, Iowa kerosine prices do diesel, 0.5c, 
i a 21 5.5 not include 4c state tax. State sales, occupa- Notes: 
“fe gy ies 91.4 515 tion, consumer & use taxes to be added where Consumer t.w. prices are same as net dealer 
inapolis, Ind, . 91.0 5.5 applicable. prices 
nsas City, Mo.... 19 5.0 ° Effective Jan 13 shown incorrectly ir Effective Jar 14 according to company 
(Cont’d in nezt column) Jan. 19 NPN correction; shown incorrectly in Jar 19 NPN. 
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CRUDE OIL PRICES Prices in $ per bbl. of 42 U. S. gals. at the well. 





Mid-Continent, Texas, New Mexico, Louisiana, Arkansas, Rocky Mountain and Other Fields 
SCHEDULE A B Cc D E F G H I K M N oO P Q 
Gravity 

15-15.9 
16-16.9 
17-17.9 
Below 18 
18-18.9 
19-19.9 
Below 20 
20-20.9 oo. 
Below 21 
21-21.9 
22-22.9 
23-23.9 
Below 24 
24-24.9 . 
Below 25 
25-25.9 
26-26.9 
27-27.9 
28-28.9 
Below 29 
29-29.9 ... 
29 & Above 
30-30.9 ; 
30 & Above 
31-31.9 
32-32.9 .... 
32 & above 
33-33.9 
34-34.9 .... 
34 & Above 
35-35.9 
36-36.9 
37-37.9 
38-38.9 
39-39.9 

40 & Above 
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PRICES EFFECTIVE AS OF 7 A.M., DEC. 6, 
1947. EXCEPTIONS: SUN OIL CO. PRICES 
EFFECTIVE NOV. 28, 1947; PHILLIPS PE- Agua Dulce (Republic) 
TROLEUM CO. AND SINCLAIR-PRAIRIE Alief (Pure) 
PRICES EFFECTIVE DEC. 17, 1948; OTHER Aransas (Atlantic)—2c above 
EXCEPTIONS AS NOTED. Bazette (Humble) 
Prices are shown by general areas. Details Benavides & E. (Republic) 1 
of fields where each ‘ounigeay buys & excep- Benedum (Shell, 9-9-48)..........00-+++ 2.65 New Mexico (Sour) 
tions to schedules as shown above will be Boynton (Humble) .. ‘ Schedule C: Atlantic, Continental, Humble, 
furnished on request to NPN. Cayuga crude (Pan ree .Schedule K Magnolia, Phillips, Shell, Sinclair-Prairie, 
OKLAHOMA Cayuga cond. (Pan Am, 3-1- 48) sersee 2 63 Stanolind, Texas Co, 
Schedule A: Carter, Continental, Gulf, Mag- Chapel Hill, Below 50 (Gulf, Sinclair).. a 
nolia, Phillips, Shell, S.O. Indiana Sinclair- Chapel Hill, 50 & Above venga Staciair) = 
Prairie, Texas Co , Charlotte (Humole) ....... .Schedule B New Diente 
‘ P . Clark (Humbie) ......cccccsccees 2.54 . 
ain a. © KANSAS Clay Creek (Sun) ... Seen (Fullerton & Others) 
i ae a eee ae Cleveland & N. (Magnolia, 5-1-48) .... | 388 Schedule D: Humble, Magnolia, Phillips, Shell, 
, » » 8-U. ana, inciair-Frairie, Conroe (Humble, Sun, Texaco) ... 2.83 Sinclair-Prairie, Texas Co 
Texas Co. Darst Creek (Humble, Magnolia, Texaco) 2.54 ? s 
TEXAS Emperor (Pure, 12-11-48)—10c below. 
North-North Central errr. ‘ eee Schedule Ss = 
Schedule A: Continental, Gulf, Magnolia, Sin- Flag Lake (Humble) 2.65 PENNSYLVANIA GRADE 
clair-Prairie, Stanolind, Texas Co. Hawkins (Humble) .. Schedule K (Jan, 21, 1949) 
East Central Hilbig (Humble) 2... ccc ccccccce .. 2.54 Allegany, N. Y. (Seep, Tide Water) 
Schedule B: Humble, Sinclair-Prairie. PEOUGOR SEEOMNOMA) 2c ccccccccecscccsce Be Bradford, Pa. (Seep, Tide Water, Valvo- 
West Central Hysaw (Magnolia) ......... 2.65 line) eh eae iA Sie ea 
Schedule A: Humble. Imogene (Humble) ...............Schedule B Buckeye, O. (Seep, Valvoline) . aes 
Panhandle Jourdanton (Humble) Schedule B Eureka, W. Va. (Pure, Seep, Valvoline) 
Schedule A: Gulf, Humble, Magnolia, Phillips, Lentz (Humble) patie a Lower Penna. (Pennzoil) 
Texas Co, Livingston (Shell, 5-1-48) rerereT Te Middle Ex Penna. (Valvoline) 
East Texas Longhorn & E. (Republic) ............ 75 Southwest Penna. (Seep, Valvoline) 
$2.65 Flat Price: Atlantic, Gulf, Humble, Mag- Long Lake (Sinclair) : Tiona-Sheffield, Pa. (Seep, Valvoline) 
nolia, Phillips, Shell, Sinclair-Prairie, Stano- Luling (Magnolia) Zanesville, O. (Valvoline) 
lind, Texas Co Lytton Springs (Magnolia) 
West Texas (Sour) Manford (Humble) ‘ ° : 
Schedule C: Atlantic, Gulf, Humble, Magnolia, Manziel (Pan Am, 7-1-4 ‘Sc hedule K MICHIGAN 
Phillips, Shell, Sinclair-Prairie, Stanolind, Mariposa (Humble) ....... ....Schedule B : — 
Texas Co Merigale-Paul (Pan Am, 7-1-48) ..Schedule K (Bay & Simrall 11-28-47; Others 12-6-47) 
West Texas (Sweet) Midway, 35 & Ab. segregated (Republic) 2.80 Adams & Others (Bay, Pure) ......... $2 
Schedule A: Atlantic, Gulf, Humble, Magnolia, McCoy (Shell, Bee 1-48) 2... coeee 2.83 Arenac & Others (Pure, Simrall) ...... 2. 
Shell, Sinclair-Prairie, Texas Co, Mercy (Shell, 5-1-48) ........+-++++++. 2.83 Birch Run & Others (Bay) ........... 2 
West Texas Mt. Sylvan (Humble) Sorvcccevees 2.48 Buckeye & Others (Bay, Simrall) ...... 2. 
(Fullerton & Others) New Hope (Gulf) ................Sehedule A Cato & Others (Simrall, Sohio) 
Schedule D: Atlantic, Gulf, Humble, Magnolia, North Vidor (Magnolia) o. + 2.50 Freeman & Others (Pure, Simrall) 
Phillips, Shell, Sinclair-Prairie, Stanolind, Opelika (Magnolia) sone 2.65 Goodwell (Pure) vey eC Ter ee 
Texas Co Palagana Dome (Republic) Y a ‘ 2.75 Grout (Simrall) erie 
Gulf Coast Pearsall (Humble) .. Patek Schedule K Midland & Others (Pure) euactevunantite. 
(Low Cold Test) Pickton (Gulf) .........-.. Schedule A Rose Lake & Others (Simrall, Sohio)... 
Schedule E: Cont:nental, Gulf, Humble, Sin- a RP are ee . .Schedule B : 
clair-Prairie, Sun, Stanolind, Texas Co, Pittsburg (Gulf) .. a . . Schedule A 


Gulf Coast Plymouth, high grav. low oct. (Republic) 2.65 


(Hastings & Others) uitman (Pan Am, 7-1-48) .......Schedule K 
Schedule F: Atlantic, Gulf, Humble, Pan Gat : ‘ ans 


: Rooke (Republic) .. ; ye - 65 Bowling Green, Ky. (Owensboro-Ashland) §$2.! 
American, Republic, Sinclair-Prairie, Stano- Salt Flat (Humble) 2 54 Butler Co., Ky. (Owensboro-Ashland).. 2. 
lind, Sun, Texas Co. 0 amo (Magnolia) " 375 Cleveland, O. & Others (S. O. Ohio).... 3. 
Gulf Coast — ——— ngnctia ; we 4 Clinton Co., Ky. (Ashland O. & T.)... 2 
(Anahuac & Others) Sand Flat, I aluxy Sand (Hi imble) ee - Corning, O. (Seep) .. - 3. 
Schedule G: Gulf, Humble, Magnolia, Pan Satsuma (Stanolind) .. .. tees eees 50 Eastern Illinois (Ohio Oil) 1c 
American, Sinclair-Prairie, Sun, Texas Co. Schwab (Shell, 5-1-48) ...... 2.83 Hitesville, Ky. & Others (Carter) erere 
Gulf Coast Segno (Gulf, 6-1-48) .. gees . .Schedule F Illinois Basin (Ashland O. & R., Gulf, 
(Refugio & Others) Shepherd (Shell, 5-1-48) Magnolia, Ohio Oil, Shell, Sohio, Tex- 
Schedule H: Atlantic, Humble, Republic, Sin- Southland (Republic) 


aco) eee e- 
clair-Prairie - er: Sweden (Republic) eee Indiana Basin ( Ashland 0. & R., Sohio) 
aulf Coast Talco (Humble, Magnolia) ........Schedule K Lima, O. (S. O. Ohio) 

(Mirando & Others) Taylor Link (Shell) Loudon, Ill. (Carter) 
Schedule I: Humble, Magnolia, Sinclair-Prairie, aoe ae s Mattoon, Ill. (Carter) 
Sun, Texas Co. Tenney Cresk (Humble) a ‘aie Plymouth, Ill. (Ohio Oil) .. fossil 
Gulf Coast Tomball (Humble, Magnolia, Stanolind) Ragland Grade, Ky. (Ashland O. & T.) 
(Heyser & Others) Tri-Cities (Magnolia) 
Schedule J: Continental, Humble, Magnolia United (Humble) 


Somerset Grade, Ky. (Ashland O. & T.) 
Southern lllinois (Giohawk) 
Pan American, Republic, Sun Van (Humble, Pure) 


Texas Miscellaneous Willamar (Pan American) 
Winnsboro (Gulf) ... 
Yates (Gulf, Humble, Shell) 
Zoboroski (Humble) 
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CRUDE OIL PRICES (Continued) 





Prices in $ per bbi. of 42 U. 8. gals. at the 


well. 





LOUISIANA-ARKANSAS 
Arkansas Sour 
(Schuler, Jones Sand) 
schedule L: Phillips, Esso Standard. 


Arkansas Sour 
(Magnolia-Limestone & Others) 
schedule M: Arkansas Fuel, Esso Standard. 


N. Louisiana-Arkansas Sweet 
(Homer & Others) 
schedule N: Arkansas Fuel, Gulf, Esso 
standard. 
N. Louisiana-Arkansas Sweet 
(Caddo & Others) 
schedule A: Arkansas Fuel, Gulf, Magnolia, 
‘sso Standard, Stanolind, 


Northeast Louisiana 
(Delhi & Others) 
schedule A: Esso Standard, Stanolind, Sun. 


Central Louisiana 
(Holly Ridge & Others) 
schedule 0: Esso Standard, Stanolind. 


Central Louisiana 
(Ola & Others) 
Schedule P: Arkansas Fuel, Esso Standard. 


Coastal Louisiana 
(University Deep & Others) 
schedule P: Continental, Magnolia, Pan Amer- 
ean, Shell, Esso Standard, Stanolind, Texas 
_o 
Coastal Louisiana 
(University Shallow & Others) 
Schedule F: Gulf, Shell, Esso Standard, Stano- 
lind, Sun. 
Coastal Louisiana 
(Low Cold Test) 
Schedule E: Pan American, Shell, Sun, Texas 
Co 
South Louisiana 
(Westwego & Others) 
Schedule O: Esso Standard, Stanolind. 

LOUISIANA-ARKANSAS MISCELLANEOUS 

Arkansas Sour Dist. (Limestone): 

Big Creek, Calhoun, Columbia, Dor- 
cheat-Macedonia & McKamie (Esso 
Standard) ..... , eee 

\rkansas Sweet Dist. (Sandstone): 

Dorcheat-Macedonia (Esso Standard). $2.85 






Bateman " | MONTANA 
PE cesardadncn bale sebababensabhaes 2.90 Brady (Phillips) ewe 2.70 
Bayou Pigeon, La. (Republic) ......... 2.65 Cat Creek (Continental) sescesases Dee 
ment, TM. (Comtinemtal) 20. ccccecscocves 2.75 Cut Bank (Carter; Phillips)....... 2.70 
Bivens, La. (Atlantic) wetness ae Ce DO CHORD) oc ccccccccccene ‘Se shedule A 
Cotton Valley, La. Crude ‘(Esso Stand- Darling (Carter) ieee edredene 2.50 
We <cakcée id be sbesne cow ee Dry Creek (Ohio Oil) i ie aes “Schedule A 
Cotton Valley, La. ’ Dist. (Esso Stand- Elk Basin Light & Others (Ohio Oil, 
eens 2.85 | TEE Schedule A 
Creole (Pure) pel ekee +cne neue 2.61 Elk Basin Heavy & Others “Cc arter, Ohio 
Georgetown, La, (Arkansas Fuel) . 2.79 Oil, Stanolind) _ Schedule S 
Hackberry, La. (Gulf, Stanolind)..Schedule F Kevin-Sunburst (Tex: 1co) Schedule R 
Haynesville, La., Smackover Lime (Ar- Madison (Stanolind) Schedule S 
kansas Fuel, Gulf) TS 2.70 Pondera (Phillips) Schedule R 
Jennings, La. (Gulf, Stanolind)....Schedule O 
Lisbon, La, Crude (Gulf) .Schedule N WYOMING 
Lisbon La. Dist. (Esso Standard)..... 2.85 Elk Basin Light & Others (Carter, Con- 
Longwood, La. Dist. (Ark, Fuel, 4- 1- ~48) 2.85 tinental, Ohio Oil, Sinclair, S. O. In- 
Neal, La. (Atlantic) J eegetetentcan ae 2 diana, Stanolind, Texaco) .Schedule A 
Smackover, Ark. (Ark. Fuel, Gulf, Elk Basin Heavy & Others (Carter, 
Phillips) jeeps Sh the 00's 2.33 Ohio Oil, S. O. Indiana, Stanolind, 
Sweet Lake, La. (Pure) ............... 2.51 Texaco) .. ore ccecees Schedule 8 
Tullos, La. (Arkansas Fuel) .......... 2.79 E. Mahoney Dome (Sinclair) 2c below 
Urania, La. (Arkansas Fuel) 2.79 ce vcesececess Schedule C 
Ville Platte, La. (Continental) 2.75 Medicine Bow (Ohio GE) cccccecseveoces 2.875 
W. Mermenteau, La. (Continental) 2.75 Mule Creek (Carter) ........+-eeee+5 2.41 
| Musch Creek (Carter, 12-13-48)—15c 
MISSISSIPPI | BROOD 40.0660 ss se entencs . Schedule A 
Baxterville crude (Gulf) .............. $1.95 | Skull Creek (Carter, 12- 13-48)—15¢ 
Damterville Gist. (Gut) 2... cccccicceses 2.60 | above ... _ Schedule A 
Carthage Pt. dist., 45 & abv. (Pure)... 2.85 Wertz & Others (Sinclair) . Schedule C 
Carthage Pt. Sweet dist. (Esso Stand- 
SE. ‘sinbanserusasasane’ oases s 2.85 i i 
Eucutta (Esso Standard) ......... ‘Schedule Q | . I Canadian Fields $3.40 
Fayette & others (Esso Standard)..Schedule@ | Bothwell (Imperial, it So lla ‘ 
Fay ate = ie ceca md Glencoe (Imperial, 12-12-47)...... 3.40 
yette Sweet dist. (Esso Standard).... 2.85 I 1, 12-1-48) 2.95 
Gwinville Sweet dist. (Esso Standard).. 2.85 Latue-Calmas : ogg 12-47 3.47 
Heidelberg (Esso Standard)........ScheduleQ | ou Springs am ogg 12-47 a-B6). 00 5 40 
Pickens (Carter, Sohio) .......... Schedule D Petrolia (imperia - = Say » 68 
Tinsley (Sohio) .............+..-. Schedule D mesweter (imperial, 22-)-S2)--- = on 
) Woodbend (Imperial, 12-1-48) . ; 2.95 
COLORADO Turner Valley Crude (Royalite, 12-1-48): 
Canon City (Continental) ............. $2.45 Prices, FOB producer's tankage, begin 
Florence (Continental) i Vek boss 2.45 with 33-33.9 at $3.09, 2c differential 
Ft. Collins (Continental) 5c below. . ‘Schedule A to 64 & over at $3.71 
Iles (S. O. Indiana, Texaco).......Schedule A Turner Valley Absorption Gasoline: 
Moffat (Texaco) : .seeeeeee Schedule A (Royalite, 12-1-48; FOB plant tank- 
Rangely (S, O. Indiana) | ees ee Schedule A age) 
Tow Creek (Texaco) .....+..Schedule A Propane 0.40 
Walden (Continental) ............ScheduleA | Butanes 1.61 
Wellington (Continental) 5c below. .Schedule A Pentanes & Heavier 4.99 











CALIFORNIA 





S. O. California prices effective Dec, 27, 1947. All gravities above those quoted take highest price offered for field specified. 
SCHEDULE 1 2 3 a 10 ll 12 13 14 15 16 17 
Gravity Gravity 
12-12.9... $2.16 ver 2.16 $1.94 $1.96 $1.99 27-27.9... $2.38 $2.39 wes $2.33 oe 
3-65.0... BBS os 2.17 1.96 1.98 2.01 nee S 28-28.9... 2.42 2.43 $2.29 2.37 $2.43 
14-14.9 2.18 2.18 1.98 2.00 2.03 $2.08 2208... 2.04 3.47 .. 2.32 2.41 2.47 

15.9... 2.19 2.19 1.99 2.01 2.04 2.10 30-30.9... 2.50 2.50 $2.35 TT 2.35 ° 2.44 2.50 
16-16.9 2.20 2.20 2.00 2.05 2.12 31-31.9.. 2.54 2.54 2.39 $2.40 2.39 FOB 2.48 2.54 
7-17.9 2.21 2.21 2.01 2.06 2.14 ae 32-32.9.. 2.58 2.58 2.42 2.44 Ship 2.52 2.57 
8-18.9. 2.22 2.22 2.02 2.07 $2.24 33-33.9... 2.62° 2.61 2.46 2.48 2.55 2.55 2.61 
9-19.9... eee ‘ 2.23 2.08 2.26 34-34.9... 2.66 2.65 2.49 2.52 2.59 2.59 2.64 
)-20.9.. oeee 2. 16 2.24 2.28 35-35.9... cces 2.52 2.56 2 63 2.68 
21-21.9 2.17 2.25 2.30 36-36.9... 2.56 2.60 2.71 
22-22.9 2.18 2.26 2.32 37-37.9... 2.59 2.64 2.75 
23-23.9 2.19 2.35 38-38.9... 2.62 2.78 
24-24.9 2.20 2.37 39-39.9... 2.65 2.82 oe 
25-25.9. 5 bison py - tals a - 2.40 40-40.9... a ee ae ... 2.85 $2.88 
. HEDULE 18 19 20 21 22 23 24 25 26 27 238 29 30 31 32 33 34 36 37 
iravity 
12-12.9..... $2.16 $2.16 $2.16 $2.16 
13-13.9 be Be ia — aS rr . , 2.17 2.17 2.17 2.17 
4-14.9 $2.13 $2.15 $2.16 $2.18 $2.15 $2.15 $2.15 $2.15 $2.17 2.18 2.18 2.18 2.18 
15.9 ‘a 2.15 2.16 aa 2.18 2.20 2.16 2.16 2.16 2.16 2.18 ee o° 2.19 2.19 2.19 2.19 eee 
16.9 si ct 2 Se 2.35 3.39 3.23 3.85 Bae 2.17 2.19 2.0. aoe 2.20 2.20 2.20 2.20 |... 
17.9 am 2-298 2s 2.22 32.23 32.18 2.18 32.18 J ae eee 2.31 2.31 3.21 2.21 $2.15 
18.9 e.37 23.23 3.08  «. 2.24 2.24 2.19 2:19 2.19 << Eee se 3.33 3.33 3.23 2.2: 2.17 
|. Se 2.19 2.23 2.20 oe 2.26 2.26 2.20 2.20 2.20 2.20 2.22 cscs See 2.23 2.2% 2.23 2.2: 2.19 
20-20.9..... 2.21 2.25 2.2 cone 2.28 2.27 2.22 3.2 2.22 2.21 2.23 —— 2.22 2.24 2.2 2.24 2.24 2.21 
21.9. 2.23 2.27 2.22 sees 2.30 2.28 2.26 2.22 2.25 2.24 2.24 cess 2.23 2.25 2.25 2.25 2.25 2.23 
22.9 2.27 2.31 2.23 $2.19 2.32 2.29 2.29 2.24 2.29 2.20 2.25 $2.27 2.24 2.26 2.26 2.26 2.26 2.27 
23-23.9 2.30 2.34 2.25 2.24 2.35 2.32 2.32 2.28 2.32 2.30 2.27 2.30 2.25 2.29 2.27 2.27 : 2.27 2.30 
24-24.9 2.34 2.37 2.28 2.29 2.37 2.34 2.36 2.33 2.36 2.33 2.30 2.32 2.26 2.33 2.28 2.28 $2.25 2.28 2.33 
25-25.9 2.38 2.41 2.32 2.33 2.40 2.37 2.39 2.34 2.39 2.36 2.33 2.35 2.27 2.37 2.31 2.30 2.28 2.31 2.37 
26-26.9..... 2.41 2.44 2.36 2.38 2.42 2.39 2.43 2.38 2.43 2.39 2.36 2.38 2.31 2.41 2.34 2.33 2.31 2.34 2.40 
21-27.9 2.45 2.47 2.39 2.43 2.44 2.42 2.46 2.41 cove 2.42 2.40 2.41 2.35 2.45 2.37 2.36 2.33 2.37 2.43 
25-28.9. 2.49 2.51 2.43 2.47 2.46 2.45 2.49 2.44 .-. 2.43 2.44 2.39 2.49 2.39 2.39 2.35 2.39 2.47 
24-29.9. 2.52 2.54 S32 S48 8.47 20 at 2.47 2.46 2.44 2.54 2.42 2.41 .... 2.42 2.80 
30.9 2.56 2.57 2.56 2.50 2.50 2.50 2.49 2.48 2.58 2.45 2.44 e° 2.45 2.53 
Ss 2.59 2.60 2.61 iwe se 2.53 2.54 2.52 2.52 2.62 oon 2.47 oe 2.48 - 
32.9. 2.62 ‘ 2.64 Pe 2.58 2.55 2.56 seve 2.49 oe 2.50 
3.9. 2.68 2.62 2.57 2.60 2.51 base 2.52 
4.9. 2.71 2.66 2.60 2.64 2.53 35 2.54 
0.9. 2.75 2.70 2.63 2.68 2.56 $2.56 2.56 
36 9. ° 2.73 ss 2.58 2.60 2.58 
4. 9. 2.76 2.61 2.64 2.60 
eee 2.78 2.68 2.62 
39.9. 2.81 2.72 2.64 
10.9..... me ih aan 2.84 2.76 2.66 
Schedule Schedule Schedule Ss 
_ .. ererrree 36 El Segundo ; 20 Lost Hills 32 Richfield . ee chedule 
ens- Rosecrans ‘ 9 Elwood Terrace 14 McClung .. 13 Round Mountain : 1 
‘na Vista Hills 31 Gato Ridge 4 Midway-Sunset 31 Santa Fe Springs 10 
nfield Ranch .. 34 Greeley . ; . 11 Montalvo West 16 Santa Maria Valley 6 
- seo ~ 24 Guijarral Hills (12 48) 35 Montebello : 28 SRP 21 
linga ea 33 Huntington Beach 29 Mountain View 30 Signal Hill (Long | Beach). 18 
es Levee 11 Inglewood ... 23 Mt. Poso 1 Torrance ... 25 
= bea whene 35 Kern Front McKittric a 1 Newhall . 1 Wasco . 11 
: WN sc exad: ; 15 Kern River Newport- Anaheim Sug: ur Area 7 West Cat Cz unyon- Los Flores 5 
Cc _— (La Habra) 27 1 Newport-Other Than Anaheim West Coyote Hills ... 29 
on ears te 3 Kettleman Hills 12 Sugar Area - Wheeler Ridge “9 
Hills (Shallow) on Lakeview Area 31 Olinda Brea pica 24 ~=@wWhittier 27 
Hills (Stevens Zone) . Leffingwell 17 Raisin City 33 Wilmington 19 
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CRUDE PRODUCTION AND RUNS TO STILLS 


(MILLIONS OF BARRELS DAILY) 
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RESIDUAL FUEL OIL STOCKS 


(MILLIONS OF BARRELS) 


Owing to holiday in Washing- 
ton during inauguration of 
of President Truman, the crude 
oil stock figures prepared by 
the Bureau of Mines each week 


were not available at NPN 





press time. 








CRUDE OIL STOCKS 


(MILLIONS OF BARRELS 





Daily Average Crude Runs 
to Stills 


Compiled by National Petroleum Assn fror 
eports of all companies refining Pennsylvania 
crude Figures in bbis 


Week Ended Week Ended Week Ended 
Jan. 15, 1949 Jan, 8, 1949 Jan, 17, 1948 


Hs. 420 7 60,059 








8 15 2229 5 12 19 26 5 12 19 26 
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American Petroleum Institute figures in 
vousands of barrels of 42 galions each. Gasoline 
igures include reported totals plus esti- Production at Gas O11 & 
ate of unreported amounts and are Crude Runs to Stills Refineries Inc. Kerosine Dist. Fuel Ol) 
nerefore on a Bureau of Mines basis.) Daily Average % Operated Natural Blended Production Production 
Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Jan. 15 Jan. 8 dan. 15 Jan. 8 Jan. 15 Jan. 8 Jan. 15 Jan. 8 dan. 15 Jan. 8 
(ee SR! 6 kb ce ne ee mei , reer rer Ty 843 S71 91.3 94.4 2,403 2,304 329 261 1,565 1,380 
ees CIEE, A) cnc ccc cocrccctcecne 105 102 89.0 86.4 65 47 121 54 
.ppalachian (Dist, 2) .... indeed edeese 73 75 102.8 105.6 2s _29 a4 65 
i NG ch ces ee Ok on babe eae 987 961 92.5 90.1 3,3 183 523 1,097 1 031 
a Ss HE. 6 etewossces sanseuees 452 434 90.6 S7.0 1,723 211 194 508 500 
ES gon eeGW es ba cb ee K eae eee hee 226 254 77.4 87.0 1,124 83 86 196 225 
. 2S €- arr errr t sat ri eye 1,426 1,441 91.4 92.4 4,451 S51 S14 2,252 2,340 
Ce A eee er er ee 442 438 96.7 95.8 1,438 159 369 605 720 
Yo. La. & Arkansas sa es we ewok « SS 79 92.6 83.2 250 66 56 80 a6 
tocky Mt. New Mexico (Dist. 3) ........ 13 14 86.7 93.3 50 7 7 24 21 
ither Rocky Mt. (Dist. 4) ............ 155 14s 76.0 72.5 515 27 27 198 180 
falifornia ....... ia : ‘ ~ ot 911 935 87.1 S9.4 2,527 153 sO 1,059 1,157 
rotal U. S.—B. of M. Basis, Jan. 15, 1949 5,721 5,752 90.1 90.6 18,432 2, 762 2,493 7,749 7,789 
Ss B. of M 3asis, Jan. 17, 1948 . 5,344 94.2 16,236 2.489 7,496 
Per Cent 
Residual Total Total Stocks Total Stocks Stocks of Daily 
Fuel Oil Stocks Gas Oil and Residual Finished and Un- Refining Ca- 
Production Kerosine Distillates Fuel Oil finished Gasoline pacity Reported 
Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Jan.15 Jan.8 Jan. 15 Jan. 8 Jan. 15 Jan. 8 Jan. 15 Jan. 8 Jan. 15 dan. 8 dan. 15 
pa UN a ee 1,676 1,581 9,873 10,122 21,003 22,105 12,470 12,450 23,961 23,766 100.0 
pe BO ga chasncatnrxeeseees 102 107 421 394 936 1,014 458 456 2,675 2,624 90.3 
Le: Sr. Ee and save ceeeeceesans 105 119 121 120 246 254 232 252 1,366 1,296 7.2 
i, WN ss cs cena aqratinedan dann’ 1,152 1,125 3,862 4,176 10,513 10,816 5,404 5,413 23,424 22,633 12.6 
cree cucu bene sauewn enon 547 531 1,237 1,269 4 ) 5,109 2,796 2,735 10,970 10,540 79.7 
a, a Pee es 395 379 624 616 2 S41 1,219 1,206 4,234 4.069 78.8 
Texas Gulf Coast ROPES CLEP ea et 1,767 1,797 3,141 3,305 13,369 13,490 10,482 10,754 18,082 17,97 16.9 
a eee 167 176 1,848 1,820 3,766 4,101 3,696 3,655 6,160 6,398 98.4 
ee errr er re 120 128 457 518 37 833 339 316 2,629 2,515 73.3 
Rocky Mt. New Mexico (Dist. 3) ........ 27 27 35 30 55 36 34 103 10 25.3 
Other Mecky Bt. CDs. €) cccccccvcccecs 241 234 177 183 1 1,517 971 971 2,818 2,584 73.3 
California . wan _ oe , ib er 2,585 2,649 797 S15 12 13,806 $7,506 47,302 2.797 12,610 10.5 
Total U. §S B. of M. Basis, Jan 15,1949 9,187 9,153 22,593 23,368 70 73,941 SO, 609 85,544 *109,219 107,111 12.1 
S.—B. of M. Basis Jan. 17, 1948... &,.SSO 12.975 44 51,601 *O8,751 
- Unfinished gasoline stocks included are: *8,745,000 bbls; *9,032,000 bbls includes 469,000 bbls of foreign crude runs 
U. S. Crude Oil Production GAS OIL AND DISTILLATE STOCKS 
(American Petroleum Institute figures) (MILLIONS OF BARRELS) 
WEEK ENDED 
Jan. 15 Jan, 8 
Barrels Barrels 
(Daily Average) 
New York-Penna 16,100 43.700 & 
Florida 1,250 1,300 
Vest Virginia 7,800 7,300 
Virginia .. 50 50 
Ohio—Southeast 5,S50 5,550 
nio—Other 3.300 3,350 
liana 25,100 25,650 
nois ‘ 185,200 180,100 
entucky 24,300 24,600 
lichigan 16,850 45,750 
vebraska 300 300 
.ansas 296,550 301,450 
lahoma $42,400 $50,150 
exas: 
District 1 26 26.900 
District 2 162 162,050 20 
District 3 152,750 
District 4 f 225,550 
District 5 46,150 46,150 
Mast Texas 289,000 289,000 oO 
Other District 6 115,450 5,450 
District. 7-B <a. “ade JFMAMJJASOND 8 15 2229 5 i2 19 26 S i2 19 26 
District 7-C $8,350 18,350 FEB MAR 
District 8 676.850 676,850 
District 9 138.650 138,650 
District 10 89,200 89,200 GASOLINE STOCKS 
Total Texas 2.333.500 2,333,500 (MILLIONS OF BARRELS) 
rth Louisiana 118,000 118,600 
ith Louisiana 385,050 385,050 
tal Louisiana 503,050 503,650 
— kansas ‘ 83,350 83,950 
ssissippi 115,750 122,050 
ibama 1,300 1,300 
ew Mexico-Southeast 134,400 134,400 
ew Mexico—Other 350 
yoming 140,000 
tana 25.800 
orado 65,300 ; 
al 150 150 
ta ifornia 940,300 951.000 
Total U S 5,428,300 5,453,850 
ed nna Grade crude in¢ 59,800 56,600 
1% mated daily production in b/d of lease 
lensate mixed with crude and moved in 
le pipe lines, not included in above crude 
eum tabulatior Week of Jan. 15th 
= insas 5,150 Texas Gulf 16,000 
Louisiana 2,700 Wyoming 250 
siana Gulf 14,400 Califernia 2.400 
Ssippi 2.900 
is Inland 10,000 Total U S. 53,800 
Okla Kansa Neb figure ire for week J F M A M - L A Ss O N D 1S 22 e9 : te " 26 5 l2 19 26 
oa 2 ale Sets JAN FEB MAR 
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$10.00 per column inch. 


UNDISPLAYED: ‘For Sale’’, ‘““‘Wanted to Buy’’, “Help Wanted’’, 
“Business Opportunities’, 
tions set in type this size without border—25 cents a word. Minimum 


charge, $6.25 per insertion. 


Miscellaneous classifica- 


CLASSIFIED 


DISPLAYED: Advertisements set in special type or with border— 


“Position Wanted’’—10 cents a word. Minimum charge §2 per insertion. 


Box number counts 3 words. Copy must reach us by Wednesday 


preceding date of issue. 
All classified advertisements are payable in advance. 


No agency commission or cash discounts on classified advertisements. 





For Sale 


For Sale 


For Sale 





FOR SALE 


STEEL STORAGE TANKS 
2—8000-Gallon, Tank Car Tanks, Coiled 
and Non-Coiled 


20—10000-Gallon, Tank Car Tanks, 
Coiled and Non-Coiled 


1—5500-Barrel, Vertical, Bolted Type 
OTHER TANKS TOO! 
IRON & STEEL PRODUCTS 


INC. 
Founded 1930 
13456A S. Brainard Ave., 
Chicago 33, Illinois 


“ANYTHING containing IRON 
or STEEL” 





stantial savings. 
Class 1—Group D—Explosion Proof 1760- 
220 V Motors 
13—-Century 
10—G. E, 
17—G. E. 
11—Century 


1 HP—3 Ph 
1 HP—3 Ph 
3 HP—3 Ph 
5 HP—3 Ph 
Gasoline Foot Valves 
400—Gilbert & Barker 1%” Single Poppet 
100—Gilbert & Barker 1%” Double Poppet 
2” Gasoline Red Seal Meters—with Strainers 
5—with 211 Register in stock. 
yilbert & Barker Air Compressors 
3—™% HP-CPP Single Phase—110-220-60 cy. 
3—1 HP-CPH Single Phase—110 





FOR SALE 


In order to balance inventories, we offer the following items at sub- 


All above items subject to prior sale 


LUBBOCK MACHINE COMPANY, INC. 
Box 1138 
Lubbock, Texas 


0 


9 
2 
20 


1—3 HP Three Phase—2 
1—5 HP Three Phase—2 


6—Short Type Cox Air & Water Wells 
4—No. 500 Cox Air & Water Wells 
4—No. 600 Cox Air & Water Wells 


16—Gilbert & Barker Greaservers No. M203 
Less Regulator 


2—Gilbert & Barker Greaservers No. M301 
with Regulator 


3—Gilbert & Barker Greaberver Stands K- 
58667 

Yale & Towne Tri Rotor Truck Pumps 

30—1%"” No, 40 @ $35.00 each 

2—2” No. 80 @ $43.00 each 











STEEL STORAGE TANKS 
Horizontal or Vertical—New. State re- 
quirements and gallonage required. 

W. H. DYER co., INC, 

1859-P Railway Exchange Bidg. 
St. Louis 1, Mo. 





FOR SALE: Independent Oil Distributor, 
Service Stations, Owned & Leased, Dealers, 
Commercial Accounts, good Kerosene & Fuel 
Oil Business, Two Bulk Plants. Located in 
good section of Eastern South Carolina. BOX 
saa. 











FOR SALE 
NEW STEEL STORAGE TANKS 
1—10,000 gallon horizontal. 
2—15.200 gallon horizontal. 
BENKART STEEL & SUPPLY 
COMPANY 


2017 Preble Avenue 
N.S., Pittsburgh 12, Pennsylvania 


AIR COMPRESSORS FOR SALE 
1 Ingersoll-Rand, 1% H.P., 60 gal. 
tank. New in crate. List less 30%. 


1 Brunner, 1% H.P., 60 gal. tank. 
Used 3 mos. 40% off list. 
PENN ECONOMY OIL CO., INC. 
BEDFORD, PA, 











MAJOR OIL COMPANY 
DISTRIBUTORSHIP 


Gasoline and heating oils, full T B A 
line, in southern Mass. Most complete 
place of business, service station and 
showroom within a radius of 40 miles. 
With or without new car franchise. 
Two new houses, one apartment with 
good income If you are an oil man, 
look into this, you will be convinced. 


BOX 114 
National Petroleum News 





FOR SALE 
New Model 10ER Joyce free wheel 
hoist, capacity 8000 lists about $365.00, 
complete $275.00 
1—like new pick up truck bed with 
fenders errr ye oT ee $63.75 
1—Barnes pump 1%” lines, Lausen 
engine errr rr rey $60.00 


Westinghouse electric water foun- 
COE cwccccce _ .. $75.00 


—Shell for 1% H.P. electric motor 
: tae ie a $18.75 


750x20 8 ply Norwalk tires..... $26.22 


FLEET OIL COMPANY, INC. 
La Follette, Tenn. Phone 277 











STEEL DRUMS 


We can furnish you with bung 
type and full open head steel 
drums and pails suitable for 
lubricating oils, greases, fuel 
oils, etc. At any point. Let us 
have your inquiries. 

BUCKEYE COOPERAGE COMPANY 


3800 Orange Ave. Cleveland 15, Ohio 
Phone EXpress 3383 








FOR SALE 


Two transport trains, excellent condi- 
tion both powered with 1947 Mack 
tractors, serial L-J, Westinghouse air 
brakes, 3” pumps. Tanks: 1947 Heil; 
semi: two compartment, capacity 3,580; 
trailer same. Total capacity 7,160 gal- 
lons. Also 1947 Fruehauf, semi, three 
compartment, capacity 3,625, trailer, 


three compartment capacity 3,895 


Total capacity 7,520. Attractive price 


for immediate sale, 


ROOSEVELT OIL AND REFINING 
CORPORATION 
Telephone 33-211 
Mt. Pleasant, Michigan 














1940 4 TON DODGE with 1260 gal. 5 com- 
partment tank. Streamlined compound curves 
with new equipment including power take off 
120 GPM pump, Brodie meter, with Master 
Meter printer, electric reel and 125’ x 1%” 
hose and nozzle. BOX 109. 


FOR SALE: International KB 5 Tractor, 1948 
model, equipped with air brakes, power take- 
off, pump and hose and 2000 gallon Heil 
Trailerized Tank, 900:20 tires, two compart- 
ment. Clean, Equipment driven less than 
13,000 miles. Priced to sell. QUALITY 
GASOLINE COMPANY, Marion, Indiana 
Phone 5444 





FOR SALE 


Mack, Cab over Engine. 3600 gallon 
tank truck. 10 wheels, 6 compart- 
ments, 3 inch gravity flow meter. 
Ideal for No. 5 oil or gasoline delivery. 
Good reason for selling. 
WRITE P.O. BOX 10 
Hawthorne, New Jersey 
Or call HAwthorne 7-1000 








PRICES REDUCED 


PUMPS, 30 gpm @ 1900 rpm, 1%” 
openings, built-in bypass, manual 
volume control, Yale (& Towne) 
Model 20-DV, mew .......000++-$35. 


NEOPRENE HOSE, 1%” size, 30 foot 
length cifcular woven wire inserted 
semi-rigid construction, estimated to 
stand 250 Ibs. p.s.i. pressure, com- 
plete with male and female couplings, 
BO 0.006000 00060s60000006050000N 


GASOLINE ENGINES, 1% HP, Briggs 
& Stratton, 1900 rpm, ball bearing 
speed reducer Model NPR, with all 
standard equipment, new.......$45. 


J. A. POSTELL 
936 West Peachtree St., N.W., 
Atlanta 3, Ga. 











For Sale or Lease 





FOR SALE OR LONG TERM LEASE 


Two centrally located bulk oil plants, 
six service stations, with real estate 
and equipment including 550,000 gal- 
lons storage capacity, rail road siding, 
trucks and transport truck. 


BOX 107 
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Wanted to Buy 


WANTED: Small Delivery Tank Truck, late 
model, power take off. Meter & hose, A-1 
condition. Give detail description & price. 
W. L. THOMAS, Milton, N. C. 


EXPERIENCED OILMAN 
ing small, 


vil 


interested 
active retail 
jobbing business. 


held strictly 


BOX 110. 


in buy- 
gasoline and heating 
Prefer Wisconsin, Michi- 
gan, Ohio, Pennsylvania and Virginia. 
forwarded will be 


Details 
confidential. 








948 
<e- 
[eil 
rt- 
an 
¢ 4 
na. 


WANTED TO BUY 


Late model 5000 to 
axle semi-trailer, 


5500 gallon tandem 
with air brakes, 
maximum allowable gasoline capacity 
Ohio Laws, 1100 x 20 tires. Advise 
make, age, size of lines, weight, etc. 


RED HFAD OIL COMPANY 
Brilliant, Ohio 





Distributors Wanted 








DISTRIBUTORS 


A new unusual and sensational soluble 
cutting oil that will render the use of 
sulphurized mineral cutting oil un- 
necessary. Need experienced distribu- 
tors for Illinois, New York, Ohio, Penn- 
sylvania and California. 


BOX 115 








TECHNICAL 


45, 


greases, 
Wishes 
gressive company. 


Positions Wanted 


DIRECTOR: B.S., M.S. 

experience in development 
lubricants and 
position of technical 
BOX 112 


20 years 


Age 


of 


petroleum specialties. 
director for ag- 














MANAGER—SALES MANAGER 


Through knowledge all levels Petroleum 
and T.B.A. marketing. Experienced 
National, International Markets-Devel- 
opment of Distributor, Dealer, Fleet 
Programs and Distribution. Develop- 
ment of Sales and Operations and 
Training Programs. Specializing in 
quality lubricants. Capable of assum- 
ing complete organization or reorgani- 
zation responsibilities. Would be inter- 
ested in properly developing Aggressive 
Independent Distributor organization. 
Immediate income requirements. sec- 
ondary to opportunity to develop busi- 
ness and participate in earned profits. 
Wide association with good Distributor 


prospects and _ excellent credentials. 
Replies considered confidential. 
BOX 113 
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ADMINISTRATIVE 
Supervision. 


to 


South. 
TRIBUTING CoO., 
ville, 
SALESMAN: 
perienced 


Positions Open 


Alert, well educated, young, 
travel extensively throughout Mid-West 
Address ‘‘President’’, 
INC., P.O. Box 941, 
Tenn. 


salesman for Iowa. 


ASSISTANTS for Station 
free 


or 


SPUR  DIS- 
Nash- 


Independent Refiner wants ex- 
Excellent op- 


rtunity for aggressive man who can con- 


nue to hold and build business. 
tate 


experience and salary basis 


/OX 104. 


Write fully, 
desired. 





SALES ENGINEER 


Permanent position open for 
chemical engineer, age 25-35, in 
sales department of prominent 
organic chemicals manufactur- 
er. Sales background and expe- 
rience in measurement and dis- 
tribution of natural gas are re- 
quired. Considerable traveling 
involved. 


WRITE BOX 529 








inuary 26, 1949 











About 
Oil People 











Young Jobbers 


Mr. 


Neverman 


Don Neverman, secretary-treasurer 
of the Neverman Oil Co., was 21 
years of age in 1940 when he joined 


the oil business of his father, Paul, 
and brother-in-law, Jans Thomsen. 
The company distributes Phillips Pe- 
troleum Co. products in Marinette, 
Wis., and Menominee, Mich. 

Don is active in oil association 
matters, being a member of the board 
of directors of both the Wisconsin 
Petroleum Assn. and the Michigan 
Petroleum Assn. 


From a humble start in 1932 this 
Independent jobber has built up busi- 
ness until 1.5 million gals. of gaso- 
line were sold last year and a half 
million gals of fuel oil are expected 
to be sold during the current heat- 
ing season. 

Don has helped guide the destiny 
of the company since he joined its 
staff. Last year Neverman Oil erected 
a new fuel oil storage tank and pur- 
chased more real estate. Its progres- 
sive plans for 1949 include construc- 
tion of a garage and addition of a 
more complete line of TBA to its 
present tire and battery merchan- 
dise. 


When Don isn’t busy calling on 
dealers, making purchases, or han- 
dling office routine, he finds time for 
civic activities. He is vice president 
of Northeastern Wisconsin Officials 
Assn., director of the Kiwanis Club, 
a committee chairman of the Junior 
Chamber of Commerce, and a mem- 
ber of the church board. 





Floyd F. Campbell, one of the 
pioneers with Phillips Petroleum Co. 
in its LP-gas activities, has resigned 
his post as manager of direct retail 
sales to enter the independent con- 
sulting field. He is to specialize in 
LP-gas retail sales, business manage- 
ment and promotional activities, with 
headquarters at his home in Bartles- 
ville. He joined Phillips’ then-new 
Philgas division in 1928. At present 
he is national chairman of the Ap- 
pliance Committee, Liquefied Petro- 
leum Gas Assn. 

- * * 


Rear Adm. Burton B. Biggs is the 
high-ranking officer selected to be- 
come executive officer of the Armed 
Services Petroleum Board about the 
middle of February. While a cap- 
tain, Admiral Biggs served as deputy 
executive officer of the former Army- 
Navy Petroleum Board. His present 
assignment is to Pacific Fleet Serv- 
ice Force. He was only recently 
promoted to rear admiral. ... Navy 
yet has no definite plans for Capt. 
John N. Boyd, present ASPB ex- 
ecutive officer, who also is in charge 
of “Operations 422,” which handles 
Navy tankers. 


e 


BAAS 






Howard R. Peterson has been elec- 
ted vice president of Indoil Chemical 
Co., chemical subsidiary of Standard 
Oil Co. (Indiana). He continues as 
sales manager, which has been his 
function since Indiana Standard’s 
chemical products sales were first set 
up in a separate company three years 
ago. 

* * * 

K. H. Madsen, district manager at 
Springfield, Mass., Socony-Vacuum 
Oil Co., was elected chairman of the 
200-man Springfield membership in 
the Pioneer Valley Assn., regional 
trade group that promotes tourist 
travel, industrial expansion and sale 
of agricultural products. 

+ . * 

Oil jobbing is one of several busi- 
ness ventures of S. L. Renfro, presi- 
dent of Renfro Supply Co., Williams- 
burg, Ky. Mr. Renfro, who has been 
a wholesale grocer since 1922, formed 
the oil division in 1933. He is also 
a wholesaler of automotive parts. Ac- 
tive in community work, Mr. Renfro 
has been district lay leader in the 
Methodist Church for 25 years and 
trustee of Union College, Barbour- 
ville, Ky., for more than 20 years. 
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others don’t dry at all 
—they never obtain 
proper sealing con- 
sistency 


RECTORSEAL “2 


1 specially developed chemical 
thread and gasket seal has two 
consistencies—thin in the can for 
easy application and economy; 
thick in the joint for maximum 
sealing. It maintains its plastic 
elasticity for the life of the joint— 
can always be broken out. 


Rectorseal # 2 has been proved 
the outstanding thread and gasket 
sealing compound in the petroleum 
producing field for more than 10 
years. It is impervious to petro- 
leum and all its fractions. 


Ask your supply store for 
Rectorseal #2 by name. 


Write: RECTORSEAL, Dept. J 


2215 Commerce St. 
Houston 2, Texas 


RECTORSEAL # 2 








MAKING THE OIL INDUSTRY SAFER 








Keep ‘em clean... and 
You'll Get More Business 


Use the NPN Housekeeping Inspec- 
tion Booklet for Service Stations as a 
constant check on the cleanliness of your 
stations. 


PRICES 


Single copies $ 0.25 each 
25 copies 5.50 
50 copies 10.00 
100 copies 18.00 
200 copies 32.00 
500 copies 7 70.00 


1000 copies 130.00 


Prices for larger quantities on request. 
Quantities other than those shown will 
be billed at the per copy rate for the 


next smaller quantity shown. 


(Ohio purchasers, add 3% Sales Tax) 


NATIONAL PETROLEUM NEWS 
1213 West 3rd Street . . Cleveland 13, Ohio 
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ABOUT OIL PEOPLE 





John Post has been made manager 
of Continental Oil Co.’s new indus- 
trial relations department. Former 
manager of the employe relations de- 
partment of Standard Brands,. Inc, 
New York, Mr. 
Post will take 
charge on Feb. 1 of 
Continental’s per- 
sonnel, labor re- 
jations, safety, pen- 
sion, insurance, 
health, credit un- 
ion, recreation and 
other employe ben- 
efit programs. A 
law graduate from 
Columbia Univer- 
sity, Mr. Post was 
associated with Al- 
lied Chemical and 
Dye Corp. and with a New York law 
firm prior to joining Standard Brands 
in 1944. 


Mr. Post 


Gilbert S. Maxson was promoted 
from district manager, Inwood, N. Y., 
Shell Oil Co., to sales manager, Min- 
neapolis Division. Mr. Maxson be- 
gan with Shell following his gradua- 

tion from the Uni- 

versity of Califor- 

nia in 1936, and he 

rose through vari- 

ous positions to 

become __ assistant 

to Shell’s Wash- 

ington representa- 

tive in 1941. After 

» serving as a lieu- 

tenant commander 

in the U. S. Navy 

during World War 

II, he was made 

district manager, 

Spartenburg, S. C., 

and transferred to the Inwood post 

in 1946, News of other Shell 

changes includes the following: E. C. 

Peet, vice president and treasurer fo1 

Shell east-of-the-Rockies, was named 

financial vice president in charge of 

the company’s financial organization 

from coast to coast and was named 

to the Shell board. ... J. H. White, 

vice president, San Francisco, moved 

to New York as vice president and 

controller. . . . A. G. Schei, Shell 

Chemical Corp. treasurer, became 

treasurer of Shell Oil... . 4 A. A. Buzzi 

moved from assistant treasurer to 

assistant controller; and J. M. Flaher- 

ty, manager of the accounting de- 

partment, was made assistant treas- 

urer. . . Two new board members at 

Shell Oil, in addition to Mr. Peet, are 

F. S. Clulow, manufacturing vice 

president, and C. S. Gentry, vice 
president and general counsel. 

A. P. Kalf, Shell’s district manager, 

Trenton, N. J., has been promoted to 

Maine state representative. He first 

joined Shell in 1931 and became man- 

ager at Trenton in 1945.... Howard 

D. Vandenburgh, district manager, 

Manhattan, N. Y., has become dis- 


trict manager in Chicago. His first 
job with Shell was as a salesman 
in Sewaren, N. J., district. He be- 
came district manager, Alpha, Pa., 
four years later and Manhattan man- 
ager in 1946. 


Mr. Reeves Mr. Gohr 


E. Duer Reeves, vice president and 
director of Standard Oil Development 
Co. since 1947, has been elected ex- 
ecutive vice president, and Edwin J. 
Gohr, assistant manager of research 
and development since 1945, has been 
elected vice president and director. 
Standard Oil Development is Jersey 
Standard’s central research organ- 
ization. . . . Mr. Reeves’ joined 
the Jersey Standard group in 
1931 and went to Standard Oil De- 
velopment in 1937. He became direc- 
tor of the research division in 1945. 
.. Mr. Gohr started in with Standard 
Oil Development in 1927 at Baton 
Rouge, La. He transferred to New 
York in 1930 and became assistant 
manager of the development division 
in 1936. 


* * * 


Four new units are on the road 
now for the F. D. Koehler Co., Inc., 
Elm Park, N. Y., according to Kath- 
erine Koehler, president and treas- 
urer of this 40-year old oil jobbing 
company. These include three fuel 
oil tank trucks of 1,000, 2,000 and 
3,000 gals. capacity and a gasoline 
tank truck of 1,920 gals. J. J. Koeh- 
ler is vice president of the company, 
and F. D. Koehler secretary. 

* * * 

Edward F. Hodges, Atlantic Refin- 
ing Co. distributor of Fairmont, N. C., 
is now operating a new truck tractor 
and 5,000-gal. tandem trailer tank. 
Other business expansion includes the 
installation of 30,000 gals. additional 
bulk plant storage. ... Mrs. Hodges 
is office manager for her husband, 
who also has five outside employes 
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SIMPLIFY DELIVERIES 


WITH THE ig E-PAK PUMPING UNIT 








You'll find the Eaton E-Pak Pumping Unit combines 
truck release tank and 
meter in one single unit. E-Pak is especially designed 
for easy installation in the rear or side cabinet of 
the Eaton Service King or any other standard truck 
tank. 


tank pump, hose reel, air 


Trouble-free service and time-saving efficiency were 


foremost in the minds of Eaton engineers when 
they designed the E-Pak unit. That's why the 2” x 
2," angle iron frame is all welded. . . there are 
no bolts or nuts to come loose or drop off. That's 
why the Eaton hose reel has steel bearings with 
Zerk fittings, and its outlet is set out from the drum 
disc to allow for easy hose connection. That's why 


special 41." legs are put on the E-Pak unit when 


EATON METAL 


Albuquerque °* Billings * Casper 


. 


Denver 


it is used on the Eaton Service King. They permit the 
truck tank operator easy access to the gravity hose 
tubes. 


Every component part of the E-Pak Pumping Unit, 
from the modern No. 432 Neptune Meter to the 
DDN Granco truck tank pump, was carefully selected 
for service and efficiency. 


Whether you need a truck tank pumping unit, a 
hose nozzle or a large storage tank, you'll find 
products manufactured or distributed by Eaton offer 
quality and satisfaction. Moreover, you'll find Eaton 
representatives ready to help you select the kind of 
equipment that will help you build sales and serve 
your customers better. Call the nearest Eaton office 
today if you need oil equipment. 


PRODUC 


* Great Falls * Hutchinson * Kansas City * 


T S$ 


Omaha 


We distribute quality lines of rotary pumps, hoists, air compressors, gasoline and fuel oil hose, hose nozzles, tank 
vents, valves and fittings, metering equipment and other bulk and service station equipment. 


We fabricate all types of petroleum storage tanks, truck delivery tanks and water storage tanks. 


anuary 26, 1949 
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C. H. Dilts, traffic supervisor for the California Oil Co., is the only company em- 

ploye to have completed 25 years of continuous service with Standard Oil Co. 

of California and its subsidiaries solely in the New York and New Jersey areas. 

He is shown above receiving his 25-year service pin from E. W. Endter, president 

of California Oil. Left to right are: Martin McKee, assistant secretary-treasurer: Mr. 

Dilts; Mr. Endter; Gordon S. Cranmer, general sales manager; and H. H. Brereton. 
vice president and secretary-treasurer 


J. C. Donnell II, president and 
general manager, Ohio Oil Co., Find- 
lay, Ohio, was elected director of 
the National City Bank of Cleve- 
land. Mr. Donnell is president and 
director of the Mountain Fuel Sup- 
ply Co., director of the First Nation- 
al Bank of Findlay, was elected an 
API director in 1945, and has been 
active in the civic, religious and wel- 
fare activities of Findlay for many 
years. He is a former trustee of 
the First Presbyterian Church, past 
president of the Findlay YMCA and 
past chairman of the Ohio-West Vir- 
ginia Area Board of the YMCA, in 
addition to serving as chairman of 
the YMCA National Board during 
1947. He is serving his second term 
as a trustee of Bowling Green State 
University. 

+ * * 

L. R. Strawn, formerly in charge 
of process engineering activities in all 
phases of light oil and lubricating 
oil manufacture and gas processing 
at the Texas Co.’s Port Arthur, Tex., 
plant, has joined Jefferson Chemical 
Co., Inc., as manager of the Port 
Neches, Tex., plant. 

* * * 

A number of retirements and ad- 
vancements have taken place at Gen- 
eral Petroleum Corp. Retirements 
include: E. J. Carnahan, superinten- 
dent, southern division production; 
V. F. Grace, manager, engineering; 
S. W. Hardison, manager, Rocky 
Mountain production operations; H. 
B. Hillis, production; W. J. Mac- 
Arthur, pipe line department; Jack 
McGee, production; and E, H. Van- 
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derbilt, gas department. Promotions 
include: R. A. Brooks, assistant comp- 
troller since 1943, to assistant treas- 
urer and assistant comptroller; C. 
J. Ostberg, section chief in account- 
ing since 1945, to general accountant; 
Howard Wilson, general accountant 
since 1940, to manager, accounting 
department; A. F. Barrett, assistant 
manager of Rocky Mountain produc- 
tion operations since May of last 
year, to manager Rocky Mountain 
operations; C. C. Gandaubert, assis- 


tant superintendent, southern divi- 
sion, since May of last year, to 
superintendent, southern division; 


W. L. Goodman, assistant manager, 
transportation department, since 
1944, to acting manager of that de- 
partment; and E. S. Hochuli, man- 
ager of marine sales since 1946, to 
industrial relations manager for 
northern California marketing de- 
partment operations. 
* am * 

W. E. Schoeneck, formerly division 
petroleum engineer, eastern division, 
Ohio Oil Co., has joined the British- 
American Oil Producing Co. as vice 
president in charge of production, 
Midcontinent area. He had _ been 
with Ohio Oil since 1932. 

* * ~ 


C. A. Osborn, a member of Stand- 
ard-Vacuum Oil Co.’s India staff 
since 1920 and manager of the Bom- 
bay office for the past 10 years, has 
retired. During World War II he 
aided in the distribution of petroleum 
products to Allied forces in the 
China-Burma-India Theatre. 





Earle Webb, former chairman and 
still a member of the board of Ethyl 
Corp., and Mrs. Webb arrived at the 
Huntington Hotel in Pasadena, Calif., 
on Jan. 4 and will remain there for 
about two months. Mr. Webb is re- 
cuperating splendidly following the 
amputation of his right leg. He re- 
ports to friends that he is feeling 
better than at any time in several 
months. Oil men whe» wish to send 
their greetings to Mr. Webb may 
write him at the Huntington Hotel, 
Pasadena, Calif.,any time this month 
or next. 

* 


* * 









G. C. Richardson, formerly as- 
signed to the operations division of 


the Chicago general office, Cities 
Service Oil Co., has been named 
Cleveland regional manager, cover- 


ing Ohio and Michigan. He succeeds 
Carl G. Allenbach, regional manager, 
who now has been transferred to 
Denver. Mr. Richardson was first 
employed with Cities Service’s mo- 
tor transportation division, but en- 
tered the marketing division at Chi- 
cago following his return from serv- 
ice in World War II. He served 
three years as chief of the reclama- 
tion branch, with the rank of major, 
in the office of the chief of ord- 
nance. 


* * * 


Donald E. Hodgson, with Warren 
Refining & Chemical Co., Cleveland, 
for eight years as purchasing agent 
and later as assistant sales manager, 
has joined the sales staff of Pennsyl- 
vania Refining Co., Cleveland 
Another addition to Pennsylvania Re- 
fining’s sales staff is L. Gordon Grin- 
nell, formerly with Di-Noc Co., Cleve- 
land. 


* * * 


John E. Swearingen, manufactur- 
ing department, Stanolind Oil & Gas 
Co., has succeeded Lewis Finch, Jr. 
as executive assistant to J. E. Rouse, 
vice president in charge of opera- 
tions for Stanolind. Mr. Finch was 
transferred from Tulsa to Fort 
Worth as division engineer. ... G. 
F. Moore, electrical engineer in the 
Tulsa general office, was made as- 
sistant operating superintendent at 
Tulsa. 


* * * 


Three promotions were made in 
the accounting department, Standard 
Oil Co. (Ohio): H. S. May, assistant 
controller in charge of Oklahoma 
City accounting office, became assist- 
ant to Sohio vice president, H. L. 
Patch, at Cleveland... .C. W. Plum, 
certified public accountant in New 
York and Ohio, was made assistant 
controller of Sohio at Cleveland... . 
S. D. Williams, manager of the St. 
Louis accounting office, was named 
manager of the Oklahoma City ac- 
counting office. 
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POSITIVE DISPLACEMENT: Accurate principle of measure- 
ment measures every bit of oil—the oil can't pass through a 
Red Seal without moving the oscillating piston. 


ONE MOVING PART: The piston is the only moving part in 
the measuring chamber. No valves, crankshafts, piston rings or 
leathers to wear or deteriorate. 


CAPILLARY SEAL: Extremely thin film of liquid between piston 
and chamber gives positive, non-wearing seal. The most de- 
pendable type, it is available only in meters made with utmost 
precision and Red Seal has it! 


NO DISTORTION: Measuring chamber is completely enclosed 
by liquid at line pressure—protecting against distortion—thus 
making meter accuracy independent of operating pressure. 


EASY, POSITIVE CALIBRATION: Red Seal change gear shifter 
permits sensitive, quick calibration. Once set and sealed, cali- 
bration cannot vary, won't drift out of adjustment. 


UNIT REPLACEMENT PLAN: Exclusive—permits you to keep 
Red Seal Meters always on the job at peak accuracy. You 
simply exchange old basic elements for guaranteed factory- 
rebuilt units—without even taking the meter casing from the line! 


NATION-WIDE REPAIR, TESTING: Factory-trained men are 
standing by with repair and testing equipment and adequate 
parts inventories all over the nation to help you achieve and 


maintain the utmost in metering accuracy—with RED SEAL 
Petroleum Meters. 


‘sk your nearest Neptune Office or Neptune petroleum equipment 
»bber for more facts on metering accuracy, 


NEPTUNE METER COMPANY 


50 WEST 50TH STREET 


NEW YORK 20, N. Y. 
Branch Offices 


ATLANTA * BOSTON * CHICAGO + DALLAS 
DENVER * LOS ANGELES * LOUISVILLE 
No. KANSAS CITY, MO. * PHILADELPHIA * PORTLAND, ORE. 
SAN FRANCISCO * Canadian Factory, LONG BRANCH, ONT. 
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ABOUT OIL PEOPLE 








W. L. Heinz, owner of Central Oil 
Co., Columbia, S. C., recently was 
elected vice president of the Colum- 
bia Chamber of Commerce. Mr. Heinz 
is secretary of the South Carolina 
Oil Jobbers Assn. 

* * eo 

James W. Foley, assistant division 
manager, Tulsa, The Texas Co., has 
been named assistant to Vice Presi- 
dent R. Ogarrio of Texaco’s domestic 


producing department. Mr. Foley, 
whose new headquarters are in 
New York, first joined Texaco in 


1932 as a rotary rig helper. 
* * * 

G. J. Altenburg, owner of Purity 
Oil Co., Mosinee, Wis., for 16 years, 
has purchased a new 700-gal. tank 
truck as replacement for an older 
unit... John L. McAdam is manage: 
of Purity Oil. 

° ° 9 

Glenn McCarthy, Houston oil man, 
paid a record $10.75 per lb. for the 
grand champion steer at the recent 
International Livestock Exposition at 
“hicago, but intends to serve steaks 
“at normal prices’ at the opening of 
his new Shamrock Hotel in Houston 
next March. He also paid a record 
$4 per pound for the reserve grand 
champion steer at the exposition. Mr. 
McCarthy operates a 600-head cattle 
ranch at Ulvade, Tex. 

* * * 

Alfred Fink of Naperville, IIL, first 
started in as an Independent jobber 
soon after the end of World War II. 
Previous to the war he covered the 
western suburbs of Chicago as a 
salesman for the Kendall Refining 
Co. 


Another Illinois jobber, Sidney E. 
Sears of Marengo, has been in busi- 
ness since 1921 and has recently pur- 
chased a 1,000-gal. tank truck with 
power take-off. 
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The Award of 
Chevalier of the 
French Legion of 
Honor was con- 
ferred on Col. J. 
F. Drake (right), 
board chairman, 
Gulf Oil Corp., by 
Henri Bonnet, 
French ambassa- 
dor at the ambas- 
sador’s residence 
in Washington. 
Award was made 
“in recognition of 
services rendered 
in France over a 
period of many 
years.” 


John C. Agnew, assistant secretary- 
treasurer of Sun Oil Co. since 1947, 
has been elected secretary-treasurer. 
He replaced Francis S. McLenny, Jr., 
who resigned last December. Mr. Ag- 
new joined Sun as 
an auditor in 1920 
and four years lat- 
er took over the 
accounting of Bea- 
con Sun Co., part- 
ly-owned Sun sub- 
sidiary then en- 
gaged in explora- 
tion and production 
in Venezuela. He 
helped develop the 
stock purchase 
plan for Sun em- 
ployes in 1926 and 
was in charge of 
the accounting activities of the plan 
for many years. He has been one of 
three trustees of the plan since 1944. 
Mr. Agnew became manager of the 
payroll department in 1936 and held 





Mr. Agnew 


that post until becoming assistant 
secretary-treasurer. 
* * * 


L. Lyons Lee, secretary-treasurer, 
Carolina Coal & Ice Co., Ashville, 
N. C., now serves as_ city council 
member of that community after 
three terms as mayor. J. L. Sim- 
mons, manager of the company’s fuel 
oil and accessories. division, is 
with Ashville’s Junior Chamber of 
Commerce, and H. M. Lee, 
manager of credit and _ collec- 
tions, holds membership in the 
local Rotary Club and is on the 
board of directors of the Mission- 
Memorial Hospital Distributors 
of Socony-Vacuum Oil Co: heating 
oils, Carolina Coal & Ice has been 
organized since 1890 and is now head- 
ed by President Horace W. Miller. 
J. T. Meadows is manager of the serv- 
ice department. 









Peter T. Lamont, assistant co-ordi- 
nator of marketing for foreign affili- 
ates of Standard Oil Co. (New Jer- 
sey), has been named co-ordinator of 
marketing. He succeeds Emile E. Sou- 
bry who recently 
was elected a 


member of the 
company’s__ board. 
Also at Jersey 


Standard, John W. 
Connolly was 
named a deputy 
co-ordinator of 
marketing to serve 
with Weir R. Good- 
win who has occu- 
pied a similar po- 
sition since Sep- 
tember, 1947 

Mr. Lamont has 
been with Jersey Standard since 1922. 
After a period as student engineer in 
oil fields and refineries, he joined the 
sales department as a clerk. From 
1925 until World War II, he held 
European positions and was market- 
ing advisor for southern Europe be- 
fore leaving for service. As a com- 
mander in the U. S. Navy, he served 
as operations officer in charge of 
tanker movements for the Normandy 
invasion and planned the movement 
of gasoline and other oil products 
to Allied beachheads. After the war, 
Mr. Lamont was shareholders’ repre- 
sentative for Jersey Standard’s Euro- 
pean affiliates. He became marketing 
advisor for central Europe in 1946 
and assistant co-ordinator of market- 
ing in 1948. 





Mr. Lamont 


* + * 


Walter McKee, new executive sec- 
retary of the Georgia Independent 
Oilmen’s Assn., who is noted for his 
phenomenal memory, recently 
astounded a friend by requesting the 
return of a story loaned that friend 
in 1921. 
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NATIONAL "64" 
LOW PUMP 


(Semi-concealed 
Hose Extension) 











NATIONAL "62" 
LOW PUMP 


(Nylon Cable Type 
Hose Extension) 


NATIONAL "66" 


LOW PUMP 


(Reel Type 
Hose Extension) 
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yo, 3 Popular Hose Extension Types 





are Available in NATIONAL 
60-Series” Low Pumps 


This newest National Low Pump, Model 
“64,” with its 7/2 feet of hose hanging snugly 
in position on the side of the pump, and with 
92 feet of hose concealed inside the pump, is 
another well-designed and accepted way of 
serving cars that stop up to 14 feet away. 
Here again gravity, by aid of weighted pulleys, 
does the job of hose retracting. Mechanism 
is simple and foolproof. 

Now, with the introduction of this Model 
“64,” National users have their choice of 3 
popular types of hose extension low pumps. 
They blend perfectly with our taller National 
“*38’s,”” which are built with or without their 
own special hose extension. 

The National “62,” with its 12 feet of 
standard hose extended and retrieved by a 
gravity-controlled, nylon-covered cable, pro- 
vides an extremely popular and quite inexpen- 
sive way of reaching cars 12 feet away. 

The National “66” hose-reel type low 
pump, with all but 3 of its 14 feet of hose 
concealed inside on a time-proven hose reel, 
gives its buyers highly efficient performance, 
complete satisfaction, and neat appearance. 
To the many who prefer hose reel pumps, 
the National “66” is “tops.” 

Every National Pump has the extra large, 
curved glass, built-in panels immediately 
above the visi-gage, for better display of your 
brand name and trade-mark. Only Nationals 
give you this important sales-building feature. 
Modernize your station “The National Way”! 
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Send today for new descriptive b —— 
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bulletin giving complete speci- 
fications on these streamlined, 
mechanically correct low pumps. 





NATIONAL PUMPS, Inc. | 


General Offices: CINCINNATI 23, OHIO L 








Factory: 1600 Wabosh St., Fort Wayne 1, Ind. 
Pacific Coast Division Office: 1190 28th St., OAKLAND, CAL. 
Branch Office: 3605 East Olympic Boulevard, Los Angeles 23, Col. 

Export Office: 8 So. Michigan Ave., Chicago, Ill. 





Another Pure Oil “First ! 


Refer to Manual Index where (\) Items checked are part of 
necessary for complete list of % “as 10-Point Safety Inspection. 
Service Procedures. = 
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NOTE: Both of these diagrams 
are smaller than actual size. 
Actual diagram pages also in- 
clude much additional data. 


BODY AND UNDER HOOD 
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A Brand-New Kind of Lubrication 
Diagram for Pure Oil Dealers 


Reproduced here are facsimiles of the new lubrication diagrams 





now being furnished exclusively to Pure Oil dealers in a big new 
Service Manual and Lubrication Guide. This new guide shows 


the “where” and “‘when” of lubrication for all makes and models. 





Important thing about these diagrams is that they are so easy 
to use. The diagram is exactly the view the dealer gets when he 
looks at the under body (or under the hood). 

These new diagrams are copyrighted and available only to 
Pure Oil jobbers and dealers ... another Pure Oil “‘first’’ and 
another reason for dealers and customers to say, ‘““You can be 


sure with Pure”! 


THE PURE OIL COMPANY 





